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TITLE 5—ADMINISTRATIVE 
PERSONNEL 

Chapter I—Civil Service Commission 

Part 6—Exceptions From the 
Competitive Service 

civil service commission 

Effective June 15. 1951, a new § 6.219 
is added as set out below: 

§ 6.219 Civil Service Commission . 
(a) Assistant to the Chairman. 

(R. S. 1753, sec. 2. 22 Stat. 403; 5 U. S. C. 631, 
633; E. O. 9830, Feb. 24. 1947, 12 F. R. 1259; 
3 CFR, 1947 Supp. E. O. 9973, June 28, 1948, 
13 F. R. 3600; 3 CFR, 1948 Supp.) 

United States Civil Serv¬ 
ice Commission, 

[seal] Robert Ramspeck, 

Chairman. 

(F. R. Doc. 51-6880; Filed, June 13. 1951; 
8:52 a. m.J 


Chapter III—Foreign and Territorial 
Compensation 

Subchapter B—The Secretary of State 

lDept. Reg. 108.129] 

Part 325— Additional Compensation in 
Foreign Areas 

designation of differential posts 

Section 325.11 Designation of differ- 
ential posts , is amended as follows, effec¬ 
tive on the dates indicated: 

1. Effective as of the beginning of the 
first pay period following May 26, 1951, 
paragraph (a) is amended by the dele¬ 
tion of the following posts: 

Accra, Gold Coast. 

Belterra, Brazil. 

Blueflelds, Nicaragua. 

British Guiana. 

Buenaventura, Colombia. 

Bulan, Philippines. 

Canton, China. 

Capiz, Philippines. 

Chocola, Guatemala. 

Chungking, China. 

Dacca, Pakistan, 

Dairen, China. 

Djakarta (formerly Batavia), Indonesia. 
Entre Rios. Guatemala. 

Freetown, Sierra Leone. 

Frobisher Bay, Baffin Island. 

Gdansk, Poland. 

Georgetown, British Guiana. 

Godthaab, Greenland. 

Gold Coast. 


Greenland, except Narsarssuak. 

Hankow, China. 

Illigan, Philippines. 

Jolo, Philippines. 

Kabul, Afghanistan. 

Karachi, Pakistan. 

Kunming, China. 

Lagos, Nigeria. 

Masbate, Philippines. 

Medan, Sumatra, Indonesia. 

Monrovia, Liberia. 

Mukden, China. 

Nanking, China. 

Nigeria and Cameroons (British Mandate). 
Northern Rhodesia, except Lusaka. 

Parang, Philippines. 

Peiping, China. 

Poznan, Poland. 

Saltpond, Gold Coast. 

Shanghai, China. 

Sierra Leone. 

Sofia, Bulgaria. 

Taipei, Taiwan (Formosa), China. 

Tientsin, China. 

Tihwa, China. 

Tsingtao, China. 

Villa Arteaga, Colombia. 

2. Effective as of the beginning of the 
first pay period following May 26, 1951, 
paragraph (b) is amended by the dele¬ 
tion of the following posts: 

Angeles, Philippines. 

Bombay, India. 

Brazil, all posts in states and territories other 
than those named under Brazil above, 
except Belo Horizonte. Campinas, Curitiba, 
Fazenda, Ipanema, Natal, Porto Alegre, 
Recife (Pernambuco), Rio de Janeiro, Sal¬ 
vador (Bahia), Santos, Sao Paulo and 
Vitoria. 

Camp O'Donnell, Philippines. 

Cavite, Philippines. 

China, all posts not otherwise specified. 
Dodoma, Tanganyika. 

Entebee, Uganda. 

Iskenderum, Turkey. 

La Guaira, Venezuela. 

Madagascar, except Tananarive. 

Manila, Philippines. 

Nasugbu, Philippines. 

Philippines, all posts except Baguio, Cagayan, 
Cebu, Davao, Iloilo, Legaspi, Subic Bay, 
Tacloban, Tubabao (Guiuan), and Zam¬ 
boanga. 

Pulupandan, Philippines. 

6uva, Fiji Islands. 

Tanganyika, except Dar-es-Salaam. 

Vitoria, Brazil. 

Yugoslavia, except Zagreb. 

3. Effective as of the beginning of the 
first pay period following May 26, 1951, 
paragraph (c) is amended by the dele¬ 
tion of the following posts: 

Beane A. F. B., 8t. Lucia, B. W. I. 

Bratislava, Czechoslovakia. 

(Continued on p. 5651) 
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Camaguey. Cuba. 

Dumaguete, Philippines. 

Goose Bay, Labrador. 

Hong Kong. 

Tacloban, Philippines. 

4. Effective as of the beginning of the 
first pay period following May 26, 1951, 
paragraph (d) is amended by the dele¬ 
tion of the following posts: 

Antigua, British West Indies. 

Baguio, Philippines. 

Benghazi. Cyrenaica, Libya. 

Ernest Harmon Air Force Base, Newfound¬ 
land. 

Lagens Air Force Base, Azores. 

Port of Spain, Trinidad. 

Singapore. 

Sucre, Bolivia. 

Vernam Air Force Base, Jamaica. 

Waller Air Force Base, Trinidad. 

5. Effective as of the beginning of the 
first pay period following May 26, 1951, 
paragraph (a) is amended by the addi¬ 
tion of the following posts: 

British Guiana, all posts. 

Djakarta, Indonesia. 

Frobisher Bay, Baffin Island, Canada. 

Gold Coast, all posts. 

Greenland, ail posts except Narsarssuak. 
Medan. Indonesia. 

Nigeria, all posts. 

Northern Rhodesia, all posts except Lusaka. 
Sierra Leone, all posts. 

Taipei, China. 

Villa Arteaga, Uruba, Colombia. 

6. Effective as of the beginning of the 
first pay period following May 26. 1951, 
paragraph (b) is amended by the addi¬ 
tion of the following posts: 

Brazil, all posts in states and territories other 
than those named under Brazil above, ex¬ 
cept Belo Horizonte, Campinas, Curitiba, 
Fazenda Ipanema, Natal, Porto Alegre, 
Recife (Pernambuco), Rio de Janeiro, Sal¬ 
vador (Bahia), Santos and Sao Paulo. 
Madagascar, all posts except Tananarive. 
Philippines, all posts except Baguio, Cagayan, 
Cebu, Davao, Iloilo, Legaspi, Subic Bay, 
Tubabao (Guiuan), and Zamboanga. 


Tanganyika, all posts except Dar-es-Salaam. 
Yugoslavia, all posts except Zagreb. 

7. Effective as of the beginning of the 
first pay period following May 26, 1951, 
paragraph (c) is amended by the addi¬ 
tion of the following posts: 

Goose Bay, Labrador, Canada. 

Hong Kong, Hong Kong. 

8. Effective as of the beginning of the 
first pay period following May 26. 1951. 
paragraph fd) is amended by the addi¬ 
tion of the following posts: 

Baguio City, Philippines. 

Benghazi. Libya. 

Ernest Harmon Air Force Base, Newfound¬ 
land, Canada. 

Lages Air Force Base, Azores. 

Naval Station, Trinidad. B. W. I. 

Port of Spain, Trinidad, B. W. L 
Singapore, Singapore. 

Wheelus Air Force Base. Libya. 

(Sec. 102, Part I. E. O. 10000, Sept. 16. 1948, 
13 F. R. 5453: 3 CFR, 1948 Supp.) 

Issued May 28, 1951. 

For the Secretary of State. 

W. K. Scott, 

Deputy Assistant Secretary. 

(F. R. Doc. 51-6869; Filed, June 13, 1951; 
8:50 a. m.] 


TITLE 6—AGRICULTURAL CREDIT 

Chapter IV—Production and Market¬ 
ing Administration and Commodity 

Credit Corporation, Department of 

Agriculture 

Subchapter C—loans, Purchases, and Other 
Operations 

[1951 C. C. C. Grain Price Support Bulletin 1, 
Arndt. 1 to Supp. 1. Wheat] 

Part. 601— Grains and Related 
Commodities 

SUBPART—1951-CROP WHEAT LOAN AND 
PURCHASE AGREEMENT PROGRAM 

The regulation issued by Commodity 
Credit Corporation and the Production 
and Marketing Administration published 
in 16 F. R. 2777, and containing the spe¬ 
cific requirements for the 1951-crop 
wheat price support program is hereby 
amended as follows: 

Section 601.1218 Determination of sup¬ 
port rates is amended by changing the 
requirements in paragraph (a) Support 
rates at designated terminal markets 
for wheat shipped by rail or water, or 
received by truck and stored at certain 
designated port terminal markets w T hen 
neither registered freight bills nor such 
freight certificates are presented to 
guarantee outbound movement at the 
minimum proportional domestic inter¬ 
state freight rate, so that the paragraph 
(a) reads as follows: 

(a) Support rates at designated ter¬ 
minal markets. (1) Wheat eligible for 
loan or purchase at the support rate 
established for designated terminal mar¬ 
kets must have been shipped on a do¬ 
mestic interstate freight rate basis. On 
any wheat shipped at other than the 
domestic interstate freight rate, the sup¬ 
port rate at the designated terminal 


market shall be reduced by the differ¬ 
ence between the freight paid (plus tax) 
and the domestic interstate freight rate 
(plus tax). 

The support rates established for des¬ 
ignated terminal markets apply to wheat 
which has been shipped by rail or water 
from a country shipping point to one of 
the designated terminal markets, as evi¬ 
denced by paid freight bills duly regis¬ 
tered for transit privileges: Provided , 
That in the event the amount of paid-in 
freight is insufficient to guarantee the 
minimum proportional domestic inter¬ 
state freight rate from the terminal 
market, there shall be deducted from the 
applicable terminal support rate the 
difference between the amount of freight 
actually paid in and the amount required 
to be paid in to guarantee outbound 
movement at the minimum proportional 
domestic interstate freight rate. 

(2) When shipped by rail or water 
and stored at any designated terminal 
market, except the terminal markets 
listed in subparagraph (3) of this para¬ 
graph, wheat for which neither regis¬ 
tered freight bills nor such freight cer¬ 
tificates are presented to guarantee out¬ 
bound movement at the minimum pro¬ 
portional domestic interstate freight 
rate, shall have a support rate equal to 
the terminal rate minus 8 cents per 
bushel. 

For wheat received by truck and 
stored at any designated terminal mar¬ 
ket. except the terminal markets listed 
in subparagraph (3) of this paragraph, 
the support rate shall be determined by 
making a deduction from the terminal 
rate as follows: 

Amount of 
deduction 
(cents per 

Terminal located In— bushel) 

Area I: Arizona, California, Idaho. 
Minnesota. Montana. Nevada, North 
Dakota, Oregon, South Dakota, 

Washington, Utah_ 12 \ 2 

Area II: Colorado, Illinois, Iowa, 
Kansas, Missouri, Nebraska, Wyo¬ 
ming. Wisconsin_ 13 

Area III. Connecticut, Delaware, In¬ 
diana, Kentucky. Maine. Maryland, 
Massachusetts, Michigan, New 
Hampshire, New Jersey, New York, 

Ohio. Pennsylvania, Rhode Island, 

Vermont, Virginia, West Virginia_ 14 

Area IV: Alabama, Arkansas, Florida, 
Georgia, Louisiana, Mississippi, New 
Mexico, North Carolina, Oklahoma, 

South Carolina, Tennessee. Texas-- 14 

(3) When shipped by rail or water and 
stored at any of the following terminal 
markets Galveston, Houston. Texas; Los 
Angeles, San Francisco, Oakland, Cali¬ 
fornia; Philadelphia. Pennsylvania; 
Portland, Astoria, Oregon; Seattle, 
Longview. Tacoma, Vancouver, Wash¬ 
ington; Baltimore, Maryland; New Or¬ 
leans, Louisiana; Norfolk, Virginia; 
wheat for which neither registered 
freight bills nor such freight certificates 
are presented to guarantee outbound 
movement at the minimum proportional 
domestic interstate freight rate, shall 
have a support rate equal to the ap¬ 
plicable terminal rate. 

For wheat received by truck and stored 
at any of the above terminal markets, 
the support rate shall be determined by 
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making a deduction from the terminal 
rate as follows: 

Amount 
of deduction 
(cents per 

Terminal bushel) 

Los Angeles, San Francisco and Oak¬ 
land, California; Portland and As¬ 
toria, Oregon: Seattle, Longview, 
Tacoma and Vancouver, Washing¬ 
ton_- 4V a 

New Orleans, Louisiana: Baltimore, 
Maryland; Philadelphia, Pennsyl¬ 
vania; Galveston and Houston, 

Texas; Norfolk, Virginia—.. 6 

(Sec. 4, 62 Stat. 1070, as amended; 15 U. S. C. 
Sup., 714b. Interpret or apply sec. 5. 62 
Stat. 1072. secs. 101, 401, 63 Stat. 1051, 1054; 
15 U. S. C. Sup., 714c, 7 U. S. C. Sup., 1441, 
1421) 

Issued this 11th day of June 1951. 

[seal] Elmer F. Kruse, 

Vice President, 

Commodity Credit Corporation . 
Approved: 

Harold K. Hill, 

Acting President, 

Commodity Credit Corporation. 

[F. R. Doc. 51-6895; Filed, June 13, 1951; 
8:56 a. m.] 


TITLE 7—agriculture 

Chapter IX—Production and Mar¬ 
keting Administration (Marketing 
Agreements and Orders), Depart¬ 
ment of Agriculture 

[Orange Reg. 372. Arndt. 1] 

Part 966— Oranges Grown in California 
or in Arizona 

LIMITATION OF SHIPMENTS 

Findings. 1. Pursuant to the provi¬ 
sions of Order No. 66 (7 CFR Part 966) 
regulating the handling of oranges 
grown in the State of California or in 
the State of Arizona, effective under the 
applicable provisions of the Agricultural 
Marketing Agreement Act of 1937, as 
amended, and upon the basis of the 
recommendation and information sub¬ 
mitted by the Orange Administrative 
Committee, established under the said 
order, and upon other available informa¬ 
tion, it is hereby found that the limita¬ 
tion of the size of such oranges which 
may be handled, as hereinafter provided, 
will tend to effectuate the declared policy 
of the act. 

2. It is hereby further found that it is 
impracticable and contrary to the public 
interest to give preliminary notice, en¬ 
gage in public rule-making procedure, 
and postpone the effective date of this 
amendment until 30 days after publica¬ 
tion thereof in the Federal Register (60 
Stat. 237; 5 U. S. C. 1001 et seq.) because 
the time intervening between the date 
w'hen information upon which this 
amendment is based became available 
and the time when this regulation must 
become effective in order to effectuate 
the declared policy of the act is insuffi¬ 
cient, and a reasonable time is permit¬ 
ted. under the circumstances, for prepa¬ 
ration for such effective time; and good 
cause exists for making the provisions 
hereof effective as hereinafter set forth. 
Shipments of oranges, grown in the 
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State of California or in the State 
of Arizona, are currently subject to 
regulation by size pursuant to said 
amended order; the recommendation as 
to the need for changing the level of 
such size regulation not later than June 
17. 1951, in order to effectuate the de¬ 
clared policy of the act was made at the 
meeting of the said committee on June 7, 
1951, after consideration of all available 
information relative to the supply and 
demand conditions for such oranges, and 
such recommendation and supporting 
information was promptly submitted to 
the Department; the said meeting of 
the committee was held after giving due 
notice thereof to consider recommenda¬ 
tions for regulation, and interested per¬ 
sons w r ere afforded an opportunity to 
submit their view's at this meeting: the 
provisions of this amendment to Regu¬ 
lation 372, including its effective time, 
are identical with the aforesaid recom¬ 
mendation of the committee, and infor¬ 
mation concerning such provisions and 
effective time has been disseminated 
among handlers of such oranges; and 
compliance with this amendment will 
not require any special preparation on 
the part of persons subject thereto which 
cannot be completed by the effective 
time hereof. 

It is, therefore ordered as follows: 

The provisions in paragraph (b) (2) 
of § 966.518 (Orange Regulation 372) 
(16 F. R. 4678) shall, during the period 
beginning at 12:01 a. m.. P. s. t., June 17, 
1951, and ending at 12:01 a. m., P. s. t„ 
January 1, 1952, read as follow's: 

(2) During the period beginning at 
12:01 a. m.. P. s. t.. June 17, 1951, and 
ending at 12:01 a. m.. P. s. t., January 
1. 1952, standard size 288 is fixed as the 
minimum size of Valencia oranges, 
growrn in Prorate Districts 1, 2, 3 and 4 
which may be handled. 

(Sec. 5. 49 Stat. 753. as amended; 7 U. S. C. 
and Sup., 608c) 

Done at Washington, D. C. this 11th 
day of June 1951. 

r seal 1 M. W. Baker, 

Acting Director. Fruit and Veg¬ 
etable Branch, Production 
and Marketing Administra¬ 
tion. 

|F. R. Doc. 51-6894; Filed. June 13. 1951; 

8:56 a. m.j 

TITLE 22—FOREIGN RELATIONS 

Chapter I—Department of State 

[Dept. Reg. 108.128] 

Part 42— Visas: Documentation of 

Aliens Entering the United States 

WAIVER OF DOCUMENTARY REQUIREMENTS 

The following amendment to Part 42. 
Chapter I, Title 22, Code of Federal 
Regulations, is hereby prescribed: 

Paragraph (bb) of § 42.107, Nonim¬ 
migrants not required to present pass¬ 
ports or visas, is amended to read as 
follows: 

(bb) An alien w'ho is a Canadian citi¬ 
zen, or who is a British subject domi¬ 
ciled, permanently residing, or stationed 
in Canada, who proceeds directly from 
the United States or Canada to Cuba, the 


Bahama Islands, Bermuda, or Jamaica, 
who remains less than thirty days in 
each of such islands visited, and who 
seeks to enter the United States tempo¬ 
rarily before returning to Canada: Pro¬ 
vided, That the period for which such 
citizen or subject may be admitted into 
the United States shall not exceed the 
period of admission prescribed by para¬ 
graph <w> and paragraph (q), respec¬ 
tively, of this section. 

This order shall become effective upon 
the date of its publication in the Federal 
Register. The provisions of section 4 
of the Administrative Procedure Act (60 
Stat. 238; 5 U. S. C. 1003) relative to 
notice of proposed rule making and de¬ 
layed effective date are inapplicable to 
this order because the regulation con¬ 
tained therein involves foreign-affairs 
functions of the United States. 

(Sec. 24. 43 Stat. 166, sec. 37, 54 Stat. 675; 
8 U. S. C. 222. 458. E. O. 8766, June 3, 1941, 
6 F. R. 2741: 3 CFR 1941 Supp.) 

Dean Acheson. 

Secretary of State. 

Dated: June 6, 1951. 

Recommended, so far as the provi¬ 
sions of the Immigration Act of 1924 
and the Alien Registration Act, 1940, are 
concerned. 

Peyton Ford, 
Acting Attorney General. 

[F. R. Doc. 51-6868; Filed, June 13, 1951; 

8:49 a. m.) 


TITLE 8—ALIENS AND 
NATIONALITY 

Chapter I—Immigration and Natural¬ 
ization Service, Department of Jus¬ 
tice 

Part 176— Documentary Requirements 
for Aliens, Except Seamen and Air¬ 
men. Entering the United States 

waiver of documentary requirements 

Cross Reference: For an amendment 
of § 176.107 relating to documentation of 
aliens entering the United States, see 
Title 22, Chapter I, Part 42, infra. 


TITLE 15—COMMERCE AND 
FOREIGN TRADE 

Chapter III—Bureau of Foreign and 
Domestic Commerce, Department 
of Commerce 

Subchapter C—Office of International Trade 

[5th Gen. Rev. of Export Regs., Amdt. 61 l ] 

Part 370—Scope of Export Control by 
Department of Commerce 

Part 371— General Licenses 
miscellaneous amendments 

Section 370.9 In-transit shipments 
without unloading is amended to read as 
follows: 

'This amendment was published In Cur¬ 
rent Export Bulletin No. 624, dated June 7, 
1951. The amendment to paragraph (b) of 
§ 371.26, which makes no substantive 
change, w'as published in the reprint pages 
of the Comprehensive Export Schedule, dated 
June 7, 1951. 
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§ 370.9 In-transit shipments without 
unloading . Commodities shipped by 
vessel from one foreign country and 
passing through the United States in 
transit to another foreign country may 
be exported without a license from the 
Department of Commerce: Provided , 
That, while in waters subject to the ju¬ 
risdiction of the United States, they have 
not been unladen from the vessel on 
which they entered such waters: And 
provided further , That they are not 
originally manifested to the United 
States. 

This part of the amendment shall be¬ 
come effective as of July 5, 1951. 

2. Section 371.26 Exportation of cer¬ 
tain publications G-PUB is amended in 
the following particulars: 

a. Paragraph (b) Excluded destina¬ 
tions is amended to read as follows: 

(b) Excluded destinations. Exporta¬ 
tions. Exportations under the authority 
of General License G-PUB may not 
be made to destinations in North Korea,* 
China (including Inner Mongolia, Tsing- 
hai, Sikang, Sinkiang, but excluding Tai¬ 
wan (Formosa)), Manchuria (including 
the former Kwantung Leased Territory), 
Outer Mongolia, and Tibet, as described 
in Schedule C of the Bureau of the' 
Census. 

Paragraph (c) Publications exporta¬ 
ble is amended by adding the following: 

Schedule B No. Commodity 

951100 Bibles and testaments. 

This part of the amendment shall be¬ 
come effective as of June 7,1951. 

(Sec. 3, 63 Stat. 7; Pub. Law 33, 82d Cong.; 
60 U. S. C. App. Sup. 2023. E. O. 9630, Sept. 
27, 1945. 10 P. R. 12245, 3 CFR. 1945 Supp.; 
E. O. 9919. Jan. 3. 1948. 13 F. R. 59, 3 CFR, 
1948 Supp.) 

Losing K. Macy, 

Acting Director, 
Office of International Trade . 

(F. R. Doc. 51-6871; Filed, June 13. 1951; 

8:50 a. m.] 


[5th Gen. Rev. of Export Regs., Arndt. 

P. L. 52 1 ) 

Part 399— Positive List op Commodities 
and Related Matters 

MISCELLANEOUS AMENDMENTS 

Section 399.1 Appendix A—Positive 
List of Commodities is amended in the 
following particulars: 

1. General Notes to Appendix A is 
amended by adding at the end of para¬ 
graph (g) Definitions the following new 
definition: 

(5) Any other newly-developed corro¬ 
sion-resistant materials. 


, Thls amendment was published In Cur¬ 
rent Export Bulletin No. 624, dated June 7, 
1951. 

'Includes any territory controUed by the 
Government of North Korea. 


2. The following commodities are added to the Positive List: 


Dept, of 
Com¬ 
merce 
Schedule 
B No. 

Commodity 

Unit 

Processing 
code and 
related 
commodity 
group 

GLV dol¬ 
lar value 
limits 

Validated 

license 

requiml 

604750 

Structural Iron and steel: 

Penstock (include only sections of penstock fabricated 

Lb. 

STEE 

1,000 

RO 

630700 

from rolled steel plates used for conducting water). 
Aluminum and aluminum-base alloys: 

Table, kitchen, and hospital utensils... 

Lb. 

CDGS 

100 

100 

None 

RO 

630910 

Materials for construct ion_ T r - T ___ _ 

Lb.... 

NONE 

RO 

RO 

692000 

Platinum and allied metals: 

Platinum ores and concentrates. 

T. OZ.... 

NONF 

802500 

Coal-tar intermediate*, except coal-tar acids: 

Resorcinol (resorcin; meta-dihydroxybenreno). 

Lb. 

COTA 

25 

RO 


This part of the amendment shall become effective as of 12:01 a. m., June 12, 1951. 
3. The following .commodities are changed from R to RO commodities: 


Dept, of 
Com¬ 
merce 
Schedule 
B No. 

Commodity 

Unit 

Processing 
code and 
related 
commodity 
group 

OLV dol¬ 
lar value 
limits 

Validated 

license 

required 

200998 

Synthetic rubbers, n. c. s. 

Lb.. .. 

RUBR 2 

100 

RO 

661000 

Nickel silver, or German silver, crude, scrap, or in bars, 

Lb. 

NONF 

100 

RO 


rods, or sheets. 





663000 

Nlckel-chrorne electric resistance wire. 

Lb. 

NONF 

None 

RO 


Metal and metal composition manufactures: 



069198 

Anti-friction manufactures. 


GIEQ 

25 

RO 

669198 

Antimony manufactures. 


GIKQ 

£ 

RO 

* 669108 

Babbitt inetul manufactures. 


GIEQ 

25 

RO 

660108 

Brake linings, bimetallic... 


GIEQ 

25 

RO 

669198 

Clutch facings, bimetallic. 


GIEQ 

25 

RO 

669198 

Friction mntcrial, bimetallic. 


GIEQ 

25 

RO 

669198 

Getters...... 


GIEQ 

None 

RO 

069198 

Invar manufactures. 


GIEQ 

25 

RO 

669198 

Monel metal articles (fully finished). 


GIEQ 

25 

RO 

669198 

Valve bushings, monel metal. 


GIEQ 

25 

RO 

669198 

Tantalum rings and tantalum wire....... 


NONF 

None 

RO 

669198 

Tool bit blanks, molybdenum. 


TOOL 

25 

RO 

G69198 

Other metal and metal composition manufactures...... 


NONF 

25 

RO 


Manufactures, except jewelry: 



6929QS 

Platinum-allied metal manufactures.. 

T. oz_ 

NONF 

None 

RO 


Coal-tar intermediates, except coal-tar acids: 





602500 

Chlorobenzenes_____ 

Lb. 

COTA 60 

100 

RO 

802590 

Ethyl benzene... 

Lb. 

COTA CO 

100 

RO 


Alcohols, n. e. s. (glyools included): 





‘ 831500 

Tet rah ydrofur fury 1 alcohol.. 

Lb.... 

ORGN 67 

100 

RO 


Organic chemicals not of coal-tar origin, n. e. s.: 


832990 

Furfural....... 

Lb. 

ORGN 67 

100 

RO 

834400 

Ethylene dlbromide *... 

Lb. 

SALT 

100 

RO 


Other industrial chemicals: 



839900 

Phosphorus, except red.... 


SALT 65 

100 

RO 

839900 

Titanium tetrachloride... 


SALT 65 

100 

RO 

839900 

Vanadium compounds *. 


SALT 65 

25 

RO 


* Formerly included in the entry on the Positive List for "Other bromine, bromides, and bromates, Schedule B 
No. 831100 , validated license required R,” 

1 The entry for vanadium compounds, except sodium metavanadate, Schedule B No. 839900, is revised in part 4 
of this amendment. 

This part of the amendment shall become effective as of 12:01 a. m., June 12, 1951. 
4. The following revisions are made in commodity descriptions. The revisions 
include changes in validated license control. 


Dept, of 
Com¬ 


merce 
Schedule 
B No. 


Commodity 


603505 

603595 

610410 

602205 

602200 

692905 


Electrical (steel) sheets, and strip, except transformer 
grades.» 

Electric (steel) sheets, and strip, transformer grade 1 -.-. 
Castings and forgings, iron and steel: 

Carbon steel castings *.. 

Ingots, sheets, wire, alloys, and scrap: 

Platinum bars, ingots, sheets, wire, wire sponge, and 
other forms (scrap included).* 

Palladium, rhodium, iridium, osmiridium, ruthenium, 
and osmium metal, and alloys (scrap inclndod).« 
Manufacturers, except Jewelry: 

Platinum manufactures (platinum-plated Included) 


Unit 

Processing 
code and 
related 
commodity 
group 

OLV dol¬ 
lar value 
limits 

Validn ed 
license 
required 

Lb. 

STEE 

1,000 

RO 

Lb. 

STEE 

100 

RO 

Lb. 

STEE 38 

600 

RO 

T. oz.... 

NONF 

None 

RO 

T. oz.... 

NONF 

None 

RO 

T, oz._ 

NONF 

None 

RO 


* The effect of these amendments Is to add to the Positive List as RO commodities, electrical (steel) strip. 

* The effect of this amendment is to extend the coverage to include all carbon sled castings classified under Schedule 
B No. 610410. 

. * The above revised entry is substituted for the three entries presently on the Positive List under Schedule B No. 
692205. The effect of this amendment is to change from R to RO control t he platinnm bars, ingots, sheets, wire sponge, 
and other forms (scrap included) presently included in the first entry on the Postive List under this Schedule B num¬ 
ber. 

* The above revised entry is substituted for the four entries presently on the Positive List under Schedule B No. 
692209. The effect of this amendment Is to change from R to RO control palladium, iridium, osmiridium, ruthenium, 
and osmium mehd, alloys, (scrap Included) except iridium platinum wire (which is already an 140 commodity); and 
to reduce the GLV dollar-valuc limit for Iridium platinum wire from $100 to "None.” 

* The effect of this amendment is to extend the coverage to include ail platinum manufactures (including platinum- 
plated manufactures). 
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Dept, of 
Corn- 
mere* 
Schedule 
B No. 

Commodity 

Unit 

Processing 
code and 
related 
commodity 
group 

GLV dob 
lar value 
limits 

Validated 

license 

required 

813533 

Medicinal chemicals (bulk), Including U.S.P. and N.F.: 
Bismuth salts and compounds (hulk) (report dosage) 

Lb. 

DRUG 

None 

RO 

838500 

forms In 812400 for liquids, and 812790 for solids).* 
Ammonium compounds, n. e. s.: 

Hydrazine, hydrazine hydrate, and hydrazine salts T . 

Lb. 

SALT 

None 

RO 

83 WOO 

Other industrial chemicals: 

Vanadium compounds 9 .... 


SALT 65 

25 

RO 


• The above revised entry is substituted for the three entries presently on the Positive List under Schedule B No. 
813683. The effect of this amendment is to extend the coverage to include all bismuth salts and compounds lu bulk 
form and to reduce the OLV dollar-value limits for bismuth nitrate, bismuth oxide, and bismuth subnitrate from $500 
to "None.” 

T The effect v of this amendment is to add to the Positive List as RO commodities hydrazine salts. 

• The effect of this amendment is to add to the Positive List as an KO commodity sodium meta*vanadate. 


This part of the amendment shall become effective as of 12: OH a. m., June 12, 1951. 
5. The dollar value limit in the column headed “GLV dollar-value limits’' and the 
Processing Code set forth opposite the commodities listed below are amended to read 
as follows: 


Dept, of 
Com¬ 
merce 
Schedule 
B No. 

Commodity 

Processing 

Code 

GLV dollar- 
value limit 

915000 

Diamond disk points and other dental Instruments containing diamonds.... 

CDOS* 

None 


» Section 399.3 Appendix C, Commodity Processing Codes, is also revised to reflect this change in processing Codes. 
The scientific and professional instruments, apparatus, aud supplies classified under Schedule B Nos. 914200-914998 
and 9152U0-91909S retain the processing code of SATE. 


This part of the amendment shall be¬ 
come effective as of 12:01 a. m., June 12, 
1951. 

Shipments of any commodities re¬ 
moved from general license to Country 
Group R or Country Group O destina¬ 
tions. or whose GLV dollar-value limits 
were reduced, as a result of changes set 
forth in Parts, 2, 3, 4, and 5 of this 
amendment which were on dock, on 
lighter, laden aboard an exporting car¬ 
rier, or in transit to a port of exit pur¬ 
suant to actual orders for export prior 
to 12:01 a. m., June 12, 1951, may be 
exported under the previous general li¬ 
cense provisions up to and including 
July 7, 1951. Any such shipment not 
laden aboard the exporting carrier on or 
before July 7. 1951, requires a validated 
license for export. 

(Sec. 3, 63 Stat. 7; Pub. Law 33, 82d Cong.; 
50 U. S. C. App. Sup. 2023. E. O. 9630, Sept. 
27. 1945, 10 F. R. 12245. 3 CFR. 1945 Supp.; 
E. O. 9919. Jan. 3. 1948. 13 F. R. 59. 3 CFR, 
1948 Su, p.) 

Loring K. Macy, 

Acting Director, 
Office of International Trade . 

[F. R. Doc. 51-6870: Filed. June 13, 1951; 

8:50 a. m.J 


TITLE 24—HOUSING AND 
HOUSING CREDIT 

Chapter VIII—Office of Housing 
Expediter 

f Controlled Housing Rent Reg., Amdt. 381J 

[Controlled Rooms In Rooming Houses and 
Other Establishments Rent Reg., Amdt,. 
376 J 

Part 825— Rent Regulations Under the 
Housing and Rent Act of 1947, as 
Amended 

ILLINOIS, IOWA AND OHIO 

Amendment 381 to the Controlled 
Housing Rent Regulation (§§ 825.1 to 


825.12) and Amendment 376 to the Rent 
Regulation for Controlled Rooms in 
Rooming Houses and Other Establish¬ 
ments (§§825.81 to 825.92). Said regu¬ 
lations are amended in the following 
respects: 

1. Schedule A, Item 83. is amended to 
describe the counties in the Defense- 
Rental Area as follows: 

Cook County, except the Cities of Blue 
Island, Calumet City, Des Plfiines and Park 
Ridge, and the Villages of Lansing. Mt. Pros¬ 
pect. Palatine. Rlverdale, Westchester. Wil¬ 
mette and Winnetka: Du Page County: Kane 
County; and Lake County, except the City of 
Lake Forest. 

This decontrols the City of Calumet 
City in Cook County. Illinois, a portion of 
the Chicago, Illinois, Defense-Rental 
Area. 

2. Schedule A, Item 89 is amended to 
describe the counties in the Defense- 
Rental Area as follows: 

Rock Island County, except the City of 
Rock Island, and all unincorporated locali¬ 
ties. 

Scott County, except the City of Davenport, 
the Towns of Buffalo. Le Claire, Long Grove, 
Princeton and W T alcott, and all unincorpo¬ 
rated localities. 

This decontrols the following portions 
of the Quad Cities, Illinois, Defense- 
Rental Area: (1) The City of Rock Is¬ 
land in Rock Island County, Illinois; 
(2) the Town of Walcott in Scott County, 
Iowa: and (3) all unincorporated locali¬ 
ties in said Defense-Rental Area. 

3. Schedule A, Item 110b, is amended 
to describe the counties in the Defense- 
Rental Area as follows: 

In Story County, the Town of Maxwell. 

This decontrols the City of Marshall¬ 
town in Marshall County, Iowa, a portion 
of the Ames-Marshalltown, Iowa, De¬ 
fense-Rental Area. 

4. Schedule A, Item 174. is amended to 
describe the counties in the Defense- 
Rental Area as follows: 


City of St. Louis and the Counties of Jef¬ 
ferson, St. Charles and St. Louis. 

Madison County; and St. Clair County, ex¬ 
cept the Village of Freeburg. 

This decontrols the Village of Free¬ 
burg in St. Clair County, Illinois, a por¬ 
tion of the St. Louis, Missouri, Defense- 
Rental Area. 

5. Schedule A, Item 241c. is amended 
to describe the counties in the Defense- 
Rental Area as follows: 

Wayne County, except thfe City of Wooster. 

This decontrols the City of Wooster 
in Wayne County, Ohio, a portion of the 
Wooster, Ohio, Defense-Rental Area. 

6. Schedule A, Item 358, is amended to 
read as follows: 

(358) [Revoked and decontrolled.] 

This decontrols (1) the City of Galli- 
polis in Gallia County, Ohio, a portion of 
the Point Pleasant-Gallipolis, West Vir¬ 
ginia, Defense-Rental Area, based on a 
resolution submitted in accordance with 
section 204 (j) (3) of the Housing and 
Rent Act of 1947, as amended, and (2) 
the remainder of said Defense-Rental 
Area, consisting of the remaining por¬ 
tions of said Gallia County, on the Hous¬ 
ing Expediter’s own initiative in accord¬ 
ance with section 204 (c) of said act. 

All decontrols effected by this amend¬ 
ment, except Item 6 thereof, are based 
entirely on resolutions submitted in ac¬ 
cordance with section 204 (j) (3) of the 
Housing and Rent Act of 1947, as 
amended. 

(Sec. 204, 61 Stat. 197, as amended; 50 U. S. C. 
App. Sup., 1894) 

This amendment shall be effective as 
of June 14, 1951. 

Issued this 11th day of June 1951. 

Tighe E. Woods, 
Housing Expediter . 

IF. R. Doc. 51-6884; Filed. June 13, 1951; 

8:54 a. m.) 


TITLE 32—NATIONAL DEFENSE 

Chapter V—Department of the Army 

Subchapter G—-Procurement 

Army Procurement Procedure; 

Miscellaneous Amendments 

'The following amendments to Sub¬ 
chapter G are issued. 

Part 590— General Provisions 

Part 590 is amended as indicated 
below: 

1. Section 590.705-3 is rescinded and 
the following substituted therefor: 

§ 590.705-3 Use of Form 383 as a 
delivery order —(a) Open end contracts . 
Form 383 is authorized for use in making 
purchases under all “open end’* or 
“term” contracts which provide that de¬ 
liveries will be made upon call of Con¬ 
tracting Officers, where the aggregate 
amount of the delivery order does not 
exceed $1,000. 

(b) Reference to basic purchase agree¬ 
ment. Proper reference will be made to 
the basic purchase agreement against 
w r hich the purchase is made in the space 
provided. 
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(c) Consolidation of deliveries into 
one monthly delivery order. (1) One 
delivery order may be accomplished at 
the end of the month or more often if 
necessary to cover previous deliveries 
against “open end” or “term” contracts 
under the following conditions: 

(1) When, in the judgment of the 
Contracting Qfficer, such action is more 
practical and economical than the mak¬ 
ing of separate delivery orders. 

(ii) When the local Contracting Offi¬ 
cer who issues the delivery order has 
made satisfactory arrangements with 
the vendor or his authorized repre¬ 
sentative. 

Since the accumulation and consoli¬ 
dation of deliveries into one delivery 
order at the end of the month may result 
in a delayed payment, such action must 
be agreeable to the vendor. 

(2) When such practice is to be fol¬ 
lowed. each delivery of supplies or serv¬ 
ices will be supported by a signed delivery 
ticket prepared in triplicate by the 
vendor. The following information will 
be shown on the delivery ticket: 

(i) Name of contractor. 

(ii) Contract number. 

(iii) Nomenclature of supplies or serv¬ 
ices including stock number, part num¬ 
ber, etc., as necessary for proper identi¬ 
fication. 

(iv) Quantity of supplies or services. 

In the event that the vendor does not 

furnish a delivery ticket, the individual 
who receives the supplies will prepare a 
receiving report (DD Form 227) showing 
the essential information thereon. 

(3) The quantity listed on the deliv¬ 
ery ticket will be verified, exceptions 
noted, and the three copies of the ticket 
will be dated and signed by the individ¬ 
ual who is authorized to receive the items. 
Copies will be distributed as follows: 
Original to the accountable property 
officer, one copy to the Contracting 
Officer, and one copy to the vendor. 

(4) The accountable property officer 
will voucher and post to the stock record 
account each delivery ticket covering 
supplies received. A basic voucher num¬ 
ber will be assigned to each vendor and 
as deliveries are received during the cur¬ 
rent month the individual delivery ticket 
will be subvouchered against the basic 
voucher number established for the 
vendor concerned. 

(5) The signed copy of the delivery 
tickets will be the basis for consolidating 
the deliveries and preparing one delivery 
order at the end of the month by the 
Contracting Officer. The vendor will be 
instructed to submit one invoice (4 cop¬ 
ies) for the period concerned. 

(6) The accomplishment and process¬ 
ing of DA Form 383 will be as prescribed 
in this subpart. 

2. Section 590.809 (d) is amended by 
rescinding subparagraph (4) thereof. 

(Proc. Clr. 5, 18 May 511 (R. S. 161; 5 U. 8. C. 
22. Interpret or apply 62 Stat. 21; 41 
U. S. C. 151-161) 


Part 591— Procurement ty Formal 
Advertising 

Section 591.251 (c) is amended by 
changing the reference “§ 591.406-4 (c)”, 
appearing therein, to read ”§ 591.406-4 
(b)”. 


|Proc. Clr. 5, 18 May 511 (R. S. 161; 5 U. S. C. 
22. Interprets or appUes 62 Stat. 21; 41 
U. S. C. 151-161) 


Part 592— Procurement by Negotiation 

Part 592 is amended as indicated 
below: 

1. Section 592.305 is amended by strik¬ 
ing out the designation “Under Secre¬ 
tary of the Army”, wherever it appears 
in paragraph (c), and inserting in lieu 
thereof “Assistant Secretary of the Army 
(General Management)”. 

2. Section 592.406-4 (e) is added as 
follows: 

§ 592.408-4 Conditions for use . * * * 

(e) That the duration of the letter 
contract will not exceed 120 days from 
the date of execution. Extensions which 
increase the duration beyond 120 days 
will not be made without prior approval 
of the Assistant Chief of Staff, G-4, De¬ 
partment of the Army (Chief, Current 
Procurement Branch). 

3. Section 592.50? (a> is rescinded and 
the following substituted therefor: 

§ 592.502 Authority to make advance 
payments . * • • 

(a) Authority to make advance pay¬ 
ments is vested in the Assistant Secre¬ 
tary of the Army (General Manage¬ 
ment). Requests for such authority 
will, in each instance, be submitted to the 
Comptroller of the Army, through the 
Head of the Procuring Activity con¬ 
cerned and the Chief of Finance. The 
request, including all supporting docu¬ 
ments, submitted in original and two 

(2) copies. w r ill be supported by the fol¬ 
lowing data: 

(1) All requests for authority to make 
advance payments will contain a finding 
of fact and recommendation substan¬ 
tially as follows, signed by the Chief of 
the originating office and the Chief of 
each office through which the request is 
forwarded: 

Based on statements contained in In¬ 
closures attached hereto (and preceding in¬ 
dorsements 1 ), I ind that an Advance Pay¬ 


ment of not to exceed_percent of 

the total cost of Contract No._re¬ 


ferred to herein Is proper; is in the national 
interest, and it is recommended that it be 
approved by the Assistant Secretary of the 
Army. 

1 To be Included when applicable. 

(2) All requests for advance payment 
authorizations shall be accompanied by 
the following information attached as 
inclosures: 

(i) Request for advance payment by 
contractor. 

(ii) Statement of contractor’s finan¬ 
cial condition. 

(iii) Breakdown of contractor’s esti¬ 
mated working capital requirements 
necessitating advance payments in the 
amount requested. (This may be evi¬ 
denced by flow charts, planned schedules 
of expenditures, etc.) 

(iv) Statement of terms of the pro¬ 
posed advance and method of repayment 
or liquidation. 

(v) An original and two copies of the 
Determination and Findings required by 
§ 402.302 (g) of this title in the form set 
forth in § 592.305 (c). 


(vi) Advance Payment Clause pro¬ 
posed. 

(vii) Other pertinent information (to 
include but not be limited to): 

(a) Date and identifying symbol of 
the approval of the award, together with 
citation of the appropriation available. 

(b) Type of contract (fixed price, 
CPFF, or cost reimbursable; if fixed price 
or CPFF, state percentage rate or profit 
or fee). 

(c) Rate of interest to be charged on 
advance payment. 

id) If contract includes fee or profit 
element and no interest is to be charged 
on advance payment, statement of jus¬ 
tification therefor. 

( e ) Dollar amount of the contract, the 
items to be supplied and a schedule of 
deliveries. 

(viii) Copy of the Contracting Offi¬ 
cer’s report on the advance payment re¬ 
quest, if any. 

(3) Letter or forwarding indorsement 
from the Head of the Procuring Activity 
shall also Include statements as to the 
following: 

(i) Existence of requirement for the 
goods or services. 

(ii) That no other contractor with 
other means of financing is available on 
an equally desirable basis. 

(iii) Security proposed to protect the 
Government against loss, together with 
definite recommendation as to the ade¬ 
quacy thereof and negative covenants, if 
any, needed for further protection of the 
Government against loss. 

(iv) That definitive contract will con¬ 
tain an Advance Payment Article in the 
form inclosed. 

(v) General character and responsi¬ 
bility of the contractor, as well as his 
technical ability to perform the contract, 
including statement of prior or existing 
contracts entered into with contractor. 
Contracts so listed shall indicate: 

(a) Whether contract contained pro¬ 
vision for advance payments; and if so, 
the amount thereof and were advances 
made w T ith or writhout interest. 

(b) Type of contract (fixed price with 
profit, CPFF or cost reimbursable). 

4. Paragraphs (b) and (c) of § 592.504 
are amended as follows: 

§ 592.504 Security provisions. • • • 

(b) When the contract clause pro¬ 
vides for deposit of monies from the ad¬ 
vance payment to be placed in a special 
bank account, the contractor shall ob¬ 
tain, execute, and turn over to the Con¬ 
tracting Officer for transmittal, through 
the Head of the Procuring Activity con¬ 
cerned and the Chief of Finance, to the 
Comptroller of the Army 2 copies of an 
agreement executed by each bank in 
which a control bank account is estab¬ 
lished. Such an agreement shall be pre¬ 
pared substantially in the following 
form: 

• • • • • 

(c) Upon the liquidation of advance 
payments, releases and agreements to 
release mortgages, guarantors in guar¬ 
anty agreements, sureties on advance 
payment bonds, and other security de¬ 
vices which may be required in connec¬ 
tion with advance payments, will be ex¬ 
ecuted by the Assistant Secretary of the 
Army (General Management). Requests 
for such executions, accompanied by a 
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certification of the Contracting Officer 
that the advance payment has been 
completely liquidated, will be forwarded 
to the Assistant Secretary of the Army 
(General Management) (address re¬ 
quest to the Comptroller of the Army) 
through the Head of the Procuring 
Activity concerned and the Chief of 
Finance. 

5. Section 592.505 is amended by strik¬ 
ing out the designation “Secretary”, 
wherever it appears in such section, and 
inserting in lieu thereof “Assistant Sec¬ 
retary of the Army (General Manage¬ 
ment)”. 

[Proc. Clr. 5. 18 May 511 (**• S. 161: 5 
U. S. C. 22. Interpret or apply 62 Stat. 21; 
41 U. S. C. 151-161) 


Part 596— Contract Clauses and Forms 

Part 596 is amended as indicated be¬ 
low : 

1. Section 596.104-4 is amended by re¬ 
scinding paragraph (e) thereof and sub¬ 
stituting the-following therefor: 

§ 596.104-4 Neutrality Act of 1939 . 

♦ * • 

(e) Overseas. In effecting procure¬ 
ment of arms, ammunition or imple¬ 
ments of war, defined as such by the 
Neutrality Act of 1939. and subsequent 
Presidential Proclamations, outside the 
United States, its Territories and pos¬ 
sessions, clearance of the procurement, 
prior to consummation, will be obtained 
from, and insertion or deletion of the 
clause will be as dictated by the Muni¬ 
tions Division, Department of State, 
except that in the following cases, clear¬ 
ance need not be obtained and the clause 
will not be inserted: 

(1) In areas of military occupation. 

(*2) In areas outside the United States 
and its Territories where the Depart¬ 
ment of State has entered into treaties 
or other agreements with the countries 
or authorities concerned with respect to 
the exporting or importing of arms, am¬ 
munition or implements of war. 

(3) Those geographical areas or those 
procurement items in which or for which 
the Department of State has made a 
blanket exception or a previous excep¬ 
tion to the Act. 

(4) When the source of supply is not 
a national of. or otherwise subject to the 
laws of, the United States. 

2. Section 596.584 is added as follows: 

§ 596.584 Security agreement — DD 
Form 441. (a) For requirements as to 

the use of the Department of Defense 
Security Agreement—DD Form 441, see 
SR 380-405-1. Under the provisions of 
this form, the Industrial Security 
Manual for Safeguarding Classified Mat¬ 
ter, Department of Defense, is made part 
of the Security Agreement. (See also 
§ 596.579.) 

(b) This form is available through 
normal publications supply channels. 

(Proc. Clr. 5. 18 May 51] (R. S. 161; 5 U. S. C. 
22. Interpret or apply 62 Stat. 21; 41 U. S. C. 
151-161) 

[SEAL] WM. E. BERGIN, 

Major General , U. S. Army, 
Acting The Adjutant General . 

(F. R. Doc. 51-6881; Filed, June 13, 1951; 

8:53 a. m.J 


TITLE 32A—NATIONAL DEFENSE, 
APPENDIX 

Chapter III—Office of Price Stabiliza¬ 
tion, Economic Stabilization Agency 

(CeUing Price Regulation 42, Amendment 1] 

CPR 42— Ceiling Prices for Certain 

Canned Vegetables of 1951 Spring 

Pack 

pricing of additional vegetables 

Pursuant to the Defense Production 
Act of 1950 (Pub. Law 774, 81st Cong.) 
Executive Order 10161 (15 F. R. 6105), 
and Economic Stabilization General 
Order No. 2 (16 F. R. 738) this Amend¬ 
ment 1 to Ceiling Price Regulation 42 
(16 F. R. 5112), is hereby issued. 

statement of considerations 

This amendment adds canned broc¬ 
coli, brussels sprouts, new potatoes, fresh 
field peas, and rhubarb, to Ceiling Price 
Regulation 42, thus completing the list of 
canned vegetables which will be priced 
under the 1951 spring pack vegetable 
regulation. These vegetables were not 
included in CPR 42 at the time of its is¬ 
suance as additional pricing information 
was needed. 

The same considerations for the is¬ 
suance of CPR 42 are applicable to the 
canned vegetables added to the regula¬ 
tion by this amendment and the state¬ 
ment of considerations accompanying 
CPR 42 is accordingly incorporated here¬ 
in by reference. 

As in the case of vegetables covered 
by the original CPR 42. permitted cost 
increases for raw materials are limited 
to actual cost increases, but in no event 
may these increases exceed 20 percent of 
each canner’s 1950 weighted average raw 
material cost for the particular vege¬ 
table. except in the case of potatoes. For 
potatoes, the permitted increase may not 
exceed 75 percent of each canner’s 1950 
weighted average raw material cost of 
potatoes for canning. 

No parity prices have been determined 
by the Secretary of Agriculture for the 
vegetables subject to this amendment ex¬ 
cept potatoes, for which parity has been 
determined only for all uses of potatoes. 
The permitted percentage increase of 20 
percent for all vegetables except potatoes 
under this amendment is based upon 
changes during the past year in grower 
prices, prices received for all farm prod¬ 
ucts, and upon the percentage increase 
of parity as of March 15, 1951, over 1950 
prices for the eleven vegetables for which 
the Secretary of Agriculture has deter¬ 
mined a parity price. The 75 percent 
percentage increase for potatoes for 
canning is the amount of the increase of 
the May 15,1951 parity price for potatoes 
for all uses over the 1950 seasonal aver¬ 
age price. 

These increases also take into account 
the fact that these vegetables, when sold 
for fresh use, are exempt from price con¬ 
trol under the General Ceiling Price Reg¬ 
ulation. The permitted increases for 
raw materials under this regulation are 
therefore designed to maintain the price 
relationships of these vegetables with 
other vegetables and for other uses and 
to satisfy any applicable requirements 


of section 402 (d) (3) of the Defense Pro¬ 
duction Act. 

In issuing this amendment the Direc¬ 
tor of Price Stabilization has consulted 
with the industry represented and has 
given consideration to its recommenda¬ 
tions. The Director finds that in his 
judgment the provisions of this amend¬ 
ment are generally fair and equitable 
and will effectuate the purposes of the 
Defense Production Act of 1950. 

amendatory provisions 

Ceiling Price Regulation 42 is hereby 
amended in the following respects: 

1. In Section 1 (a) the following 
canned vegetables processed in the fol¬ 
lowing areas are added: 

Product and Area 

Broccoli: Califorrfta, Oregon, and Wash¬ 
ington. 

Brussels sprouts: California, Oregon, and 
Washington. 

Fresh field peas, including blackeye, chick, 
cream, crowder, and purple hull: Alabama, 
Arkansas. Florida, Georgia. Louisiana, Mis¬ 
sissippi, North Carolina. Oklahoma, South 
Carolina, Tennessee. Texas, and Virginia. 

New Potatoes: All States. 

Rhubarb: AU States. 

2. In section 2 (b) the following vege¬ 
tables are added to Table I: 

Broccoli: 

Area I—California, Oregon, and 

Washington_1.035 

Brussels sprouts: 

Area I—California, Oregon, and 

Washington_1.02 

Fresh field peas: 

Area I—Alabama, Arkansas, Florida, 
Georgia. Louisiana, Mississippi, 

North Carolina, Oklahoma, South 
Carolina. Tennessee, Texas, and 


Virginia____ 1. 045 

New potatoes: 

Area I—All States.1.055 

Rhubarb: 

Area I—California, Oregon, and 

Washington_1.05 

Area II—All other States_1.045 


3. Table H in section 2 (c) (1) is 
amended by adding the following: 

Maximum permitted 
m increase in percentage 
of 1950 weighted aver¬ 
age raw material cost 
(percent) 


Raw material and area 
Broccoli: California, Oregon and 

Washington_ 20 

Brussels sprouts: California, Oregon, 

and Washington_ 20 

Fresh field peas: Alabama, Arkansas, 
Florida, Georgia, Louisiana, Missis¬ 
sippi, North Carolina, Oklahoma, 

South Carolina, Tennessee, Texas, 

and Virginia_ 20 

New potatoes: All States_- 75 

Rhubarb: All States_ 20 


(Sec. 704, Pub. Law 774, 81st Cong.) 

Effective date: This amendment shall 
become effective June 14,1951. 

Note: The record-keeping and reporting 
requirements of this amendment have been 
approved by the Bureau of the Budget in 
accordance with the Federal Reports Act 
of 1942. 

Edward F. Phelps, Jr., 
Acting Director of Price Stabilization . 

June 13, 1951. 

IF. R. Doc. 51-6944; Filed. June 13, 1951; 
10:33 a. m.J 
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(General Overriding Regulation 10—Amend¬ 
ment 2] 

GOR 10— Adjustments op Ceiling 
Prices for Manufacturers 

EXTENDING GEOGRAPHICAL APPLICATION OF 

GOR 10 TO INCLUDE TERRITORIES AND POS¬ 
SESSIONS OF UNITED STATES 

Pursuant to the Defense Production 
Act of 1950 (Public Law 774, 81st Cong.), 
Executive Order 10161 (15 P. R. 6105), 
and Economic Stabilization Agency Gen¬ 
eral Order No. 2 (16 F. R. 738), this 
amendment to General Overriding Reg¬ 
ulation 10 is hereby issued. 

STATEMENT OF CONSIDERATIONS 

This amendment to General Overrid¬ 
ing Regulation 10 extends to the manu¬ 
facturer in the territories and possessions 
of the United States the same permission 
to request an upward adjustment of ceil¬ 
ing prices in the event he is being forced 
to operate his business at a loss, as has 
already been granted manufacturers in 
the 48 states and the District of Co¬ 
lumbia. 

Ceiling prices, although generally fair 
and equitable to the group which they 
cover, sometimes work hardships on in¬ 
dividual members of the group. GOR-10 
is intended to remedy this situation by 
providing for individual adjustments 
where a manufacturer shows that he is 
operating at a loss, and that the loss is 
due to the ceiling price, and not to some 
other factor. It is essential for the 
healthy economy of the territories and 
possessions that the manufacturers in 
the territories and possessions have the 
same recourse to request increases under 
the same condition as would manufac¬ 
turers in the 48 states and the District of 
Columbia. 

AMENDATORY PROVISIONS 

General Overriding Regulation 10 is 
amended so that section 8 reads as 
follows: 

Sec. 8. Geographical applicability. 
The provisions of this regulation are ap¬ 
plicable to the United States, its terri¬ 
tories and possessions, and the District 
of Columbia. 

(Sec. 704, Pub. Law 774, 81st Cong.) 

Effective date. This amendment is 
effective June 13, 1951. 

Edward P. Phelps, Jr., 
Acting Director of Price Stabilization. 

June 13, 1951. 

(F. R. Doc. 51-6945; Filed, June 13, 1951; 

10:34 a. m.) 


Chapter XIV—General Services 
Administration 

(Rubber Regulation, 1 Supplement 1] 

Rubber Regulation, Importation of 
Rubber 

TYPES OF CONTRACTS 

Pursuant to the authority vested in 
me by National Production Authority 

1 Dated April 16, 1951; 16 F. R. 3440. 

NO. 115-2 


Order M-2 of December 29, 1950, as 
amended, any person selling crude nat¬ 
ural rubber or natural rubber latex to 
the General Services Administration un¬ 
der any one of the following types of 
contracts is hereby authorized to import 
into the United States the crude natural 
rubber or natural rubber latex covered 
by such contract: 

(1) Contracts for rubber providing for 
delivery to the General Services Admin¬ 
istration ex dock U. S. port or f. o. b. 
carrier’s conveyance U. S. port; or 

(2) Contracts for latex providing for 
delivery to the General Services Admin¬ 
istration free alongside dock U. S. port, 
free alongside U. S. coastal storage in¬ 
stallation (an installation having tanks 
into which an ocean-going vessel can di¬ 
rectly discharge), or free alongside U. S. 
inland storage installation. 

(Sec. 704, Pub. Law 774, 81st Cong.) 

This order shall be effective as of De¬ 
cember 29, 1950. 

Dated: June 8, 1951. 

Jess Larson, 
Administrator. 

IF. R. Doc. 51-6898; Filed, June 13, 1951; 
8:45 a. m.( 

TITLE 39—POSTAL SERVICE 

Chapter I—Post Office Department 

Part 34— Classification and Rates of 
Postage 

MAILING OF CIGARETTES AND TOBACCO PROD¬ 
UCTS AT A. P. O.’S PROHIBITED 

*imend § 34.95a Mailing of cigarettes 
and tobacco products at A. P. O.’s pro¬ 
hibited (39 CFR 34.95a) by inserting 
A. P. O. numbers 10, 11, 55, 168, 179, and 
227 in proper numerical order in the list 
shown therein. 

(R. S. 161. 396. secs. 304, 309, 42 Stat. 24. 25; 
5 U. S. C. 22. 369) 

[seal] J. M. Donaldson, 

Postmaster General. 

(F. R. Doc. 51-6861; Filed, June 13. 1951; 
8:47 a. m.J 


Part 127— International Postal Service: 
Postage Rates, Service Available, 
and Instructions for Mailing 

VENEZUELA 

In § 127.376 Venezuela (39 CFR 
127.376) amend subdivision (iv) (e) of 
paragraph (b) (7) to read as follows: 

(e) Copper, nickel and silver coins 
may be imported only by collectors yrith 
the permission of the Venezuelan Minis¬ 
try of Finance. 

(R. S. 161, 396, 398, secs. 304, 309, 42 Stat. 
24, 25, 48 Stat. 943; 5 U. S. C. 22, 369, 372.) 

[seal] J. M. Donaldson, 

Postmaster General . 

(F. R. Doc. 61-6866; Filed, June 13, 1951; 
8:48 a. m.J 


TITLE 47—TELECOMMUNI¬ 
CATION 

Chapter I—Federal Communications 
Commission 

Part 1—Practice and Procedure 

DESCRIPTION of PROPOSED ANTENNA 
STRUCTURES 

In the matter of amendment of F. C. C. 
Form No. 401-A relating to description 
of proposed antenna structures. 

At a session of the Federal Communi¬ 
cations Commission held at its offices in 
Washington, D. C., on the 6th day of 
June 1951; 

The Commission having under consid¬ 
eration the matter of amendment of 
F. C. C. Form 401-A, relating to descrip¬ 
tion of proposed antenna structures for 
services other than broadcast; 

It appearing, that on December 13, 
1950, the Commission adopted a new 
Part 17 of its rules and regulations con¬ 
cerning the construction, marking and 
lighting of antenna towers and support¬ 
ing structures (16 F. R. 86); and 

It further appearing, that it is neces¬ 
sary to change F. C. C. Form No. 401-A, 
in light of the new requirements and 
procedures of Part 17 of the rules and 
regulations; and 

It further appearing, that the author¬ 
ity for this amendment is contained in 
sections 4 (i), 301, 303 (q), 303 (r), and 
309 of the Communications Act of 1934, 
as amended; and 

It further appearing, that this amend¬ 
ment merely supplements the amend¬ 
ments already effected in Part 17 of the 
rules and regulations and, therefore, 
general notice of proposed rule making 
in accordance with section 4 (a) of the 
Administrative Procedure Act is unnec¬ 
essary and such amendment can be 
made effective immediately under the 
provisions of section 4 (c) of that act; 

It is ordered , That effective immedi¬ 
ately, F. C. C. Form 401-A is amended.* 

(fcec. 4, 4C Stat. 1066, as amended; 47 U. S. C. 
154. Interprets or applies secs. 301, 303, 309, 
48 Stat. 1081, 1082, 1085; 47 U. S. C. 301, 303, 
309) 

Federal Communications 
Commission, 

[seal] T. J. Slowie, 

Secretary. 

(F. R. Doc. 51-6855; Filed, June 18, 1951; 
8:45 a. m.) # 

TITLE 49—TRANSPORTATION 

Chapter I—Interstate Commerce 
Commission 

|S. O. 872, Amdt. 3] 

Part 95—Car Service 
movement of grain to terminal elevators 

BY PERMIT 

At a session of the Interstate Com¬ 
merce Commission, Division 3/ held at its 
office in Washington, D. C., on the 8th 
day of June A. D. 1951. 


’Form filed as part of the original docu¬ 
ment. Copies may be obtained from the 
Federal Communications Commission. 
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RULES AND REGULATIONS 


Upon further consideration of the pro¬ 
visions of Service Order No. 872 (15 F. R. 
9242; 16 F. R. 1549. 2637), and good cause 
appearing therefor: It is ordered, that; 

Section 95.872, Service Order No. 872, 
Movement of grain to terminal elevators 
by permit be, and it is hereby, amended 
by substituting the following paragraph 
(e) hereof for paragraph (e) thereof: 

(e) Expiration date. This order shall 
expire at 7:00 a. m., October 15. 1951, 
unless otherwise modified, changed, sus¬ 


pended, or annulled by order of this 
Commission. 

It is further ordered, that this amend¬ 
ment shall become effective at 7:00 a. m., 
June 15. 1951, that a copy of this order 
and direction be served upon the Asso¬ 
ciation of American Railroads, Car 
Service Division, as agent of the rail¬ 
roads subscribing to the car service and 
per diem agreement under the terms of 
that agreement; and that notice of this 
order be given to the general public by 
depositing a copy in the office of the 


Secretary of the Commission at Wash¬ 
ington, D. C.. and by filing it with the 
Director, Division of the Federal Reg¬ 
ister. 

(Sec. 12, 24 Stat. 383. as amended: 49 U. S. C. 
12. Interprets or applies sec. 1, 24 Stat. 379, 
as amended: 49 U. S. C. 1) 

By the Commission, Division 3. 

[seal] W. P. Bartel, 

Secretary . 

[F. R. Doc. 51-6875; Filed. June 13, 1951; 
8:51 a. m.J 


PROPOSED RULE MAKING 


DEPARTMENT OF LABOR 

Wage and Hour and Public Contracts 
Divisions 

[ 41 CFR, Part 202 ] 

Paper and Pulp Industry; Prevailing 
Minimum Wage 

NOTICE OF HEARING ON PROPOSED 
AMENDMENT 

The Secretary of Labor, in an amended 
minimum wage determination issued 
pursuant to the provisions of the Walsh - 
Healey Public Contracts Act (act of June 
30. 1936, 49 Stat. 2036, 41 U. S. C. 35-45) 
and effective January 25. 1950 (15 F. R. 
382), determined that the minimum 
wage for persons employed in the per¬ 
formance of contracts with agencies of 
the United States Government subject 
to the act for the manufacture or fur¬ 
nishing of the products of the Paper and 
Pulp Industry shall be not less than 75 
cents per hour. This amended deter¬ 
mination was based upon information 
Indicating that substantially all em¬ 
ployees in the Paper and Pulp Industry 
are engaged in commerce or in the pro¬ 
duction of goods for commerce, as de¬ 
fined in the Fair Labor Standards Act, 
and that as a consequence the Fair Labor 
Standards Amendments of 1949 require 
payment of a wage rate of not less than 
75 cents per hour to substantially all 
employees in the Industry. This 
amended determination also provided 
that learners might be employed at sub¬ 
minimum rates in accordance with regu¬ 
lations of the Administrator of the Wage 
and Hour Division of the Department of 
Labor under section 14 of the Fair Labor 
Standards Act (29 CFR Part 522). 

A wage survey of selected paper and 
pulp establishments made by the Bureau 
of Labor Statistics as of May 1950 indi¬ 
cates that the 75-cent rate now in effect 
may not reflect the prevailing minimum 
wages in the Industry; and it is pro¬ 
posed, therefore, to hold a hearing for 
the purpose of consideration by the Sec¬ 
retary of Labor of an amendment of the 
current determination. 

The Paper and Pulp Industry, as de¬ 
fined in the current determination, is 
that Industry engaged in the manufac¬ 
ture of furnishing of pulp and other 
fiber and in the primary conversion of 
pulp and other fiber into paper and pa¬ 
perboard* and in the manufacture and 


conversion of primary paper into toilet 
paper and paper towels, coated book pa¬ 
per and paper shipping sacks. 

Now, therefore, notice is hereby given; 
that a public hearing will be held on 
July 11, 1951 at 10:00 a. m.. in Room 
1214 of the Department of Labor. Con¬ 
stitution Avenue and Fourteenth Street 
NW.. Washington, D. C.. before the Ad¬ 
ministrator of the Wage and Hour and 
Public Contracts Divisions or a repre¬ 
sentative designated to preside in his 
place, at which hearing all interested 
persons may appear and submit data, 
views and arguments: (1) As to what 
are the prevailing minimum wages in 
the Paper and Pulp Industry; (2) as to 
whether there should be included in any 
amended determination for this Indus¬ 
try provision for employment of 
learners, beginners (or probationary 
workers), or apprentices at subminimum 
rates, and if so, in what occupations, 
at what subminimum rates, and with 
what limitations, if any, as to length of 
period and number or proportion of such 
subminimum rate employees; and (3) as 
to whether the definition of the Indus¬ 
try should be amended to read as 
follows: 

The Paper and Pulp Industry is de¬ 
fined as that Industry which manufac¬ 
tures or furnishes any of the following 
products: Pulp from wood or from other 
materials such as rags, linters, waste pa¬ 
per and straw; paper from wood pulp 
and other fibers; paperboard from wood 
pulp and other fibers; building paper and 
building board except gypsum products; 
paper bags; and sanitary paper such as 
facial tissues, toilet paper, paper napkins 
,and paper towels. 

Persons intending to appear are re¬ 
quested to notify the Administrator of 
their intention in advance of the hearing. 
Written statements in lieu of personal 
appearance may be filed by mail at any 
time prior to the date of the hearing, or 
may be filed with the presiding officer at 
the hearing. An original and four 
copies of any such statement should be 
filed. 

Tabulations of wage data released by 
the Bureau of Labor Statistics as of Jan¬ 
uary 15, 1951, as well as other tabula¬ 
tions prepared by that Bureau at the 
request of the Wage and Hour and Public 
Contracts Divisions, will be made avail¬ 
able to interested persons upon request 
to the Wage and Hour and Public Con¬ 


tracts Divisions, United States Depart¬ 
ment of Labor, Washington, D. C. In¬ 
terested persons are invited to submit 
wage data, including data as to changes 
which have taken place in the wage 
structure of the Industry since the time 
of the survey. 

In the discretion of the presiding of¬ 
ficer, ti period not to exceed 30 days may 
be allowed for the filing of comment on 
the evidence and statements introduced 
into the record of the hearing. If such 
supplemental statements are received an 
original and four copies of each should 
be filed. 

Signed at Washington, D. C., this 7th 
day of June 1951. 

Wm. R. McComb, 
Administrator , Wage and Hour 
and Public Contracts Divi¬ 
sions. 

[F. R. Doc. 51-6859; Filed, June 13, 1951; 

8:46 a. m.] 


FEDERAL COMMUNICATIONS 
COMMISSION 
[ 47 CFR, Part 3 I 

[Docket No. 99911 
Standard Broadcast Stations 

NOTICE OF PROPOSED RULE MAKING 

In the matter of amendment of Part 
3, Subpart A, of the Commission’s rules 
and regulations and Part 1 of the Stand¬ 
ards of Good Engineering Practice Con¬ 
cerning Standard Broadcast Stations to 
eliminate provisions relating to the as¬ 
signment of Class IV stations to regional 
channels. 

1. Notice is hereby given of proposed 
rule making in the above-entitled 
matter. 

2. It is proposed to amend Subpart A 
of Part 3 of the Commission’s rules and 
regulations by deleting § 3.29 and Part 1 
of the Standards of Good Engineering 
Practice Concerning Standard Broadcast 
Stations by eliminating from the seventh 
paragraph thereof, appearing at the top 
of the second column on page 2, the 
provisions relating to the assignment of 
Class IV stations to regional channels. 
Paragraph 7, as amended, will read as 
follows; 

Class IV stations operate on local 
channels, normally rendering primary 
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service only to a city or town and the 
suburban and rural areas contiguous 
thereto with powers not less than 0.1 kw 
or more than 0.25 kw. These stations 
are normally protected to 500 uv/m 
groundwave contour daytime. On local 
channels the separation required for the 
daytime protection shall also determine 
the nighttime separation. The actual 
nighttime limitation will be calculated. 5 * 
Class IV stations authorized to oper¬ 
ate on regional channels prior to (effec¬ 
tive date of amendment if adopted) will 
not be required to change frequency or 
increase power but will not be protected 
against interference from Class in sta¬ 
tions. 

|No change in footnote 3a.] 

It is also proposed to amend Table IV 
of Part 1 of the Standards by deleting 
therefrom footnote 6 which reads as 
follows: “Class IV stations may also be 
assigned to regional channels according 
to § 3.29.” 

3. The assignment of stations with 
powers of less than 500 watts to regional 
channels is inconsistent with the Com¬ 
mission’s basic allocation plan for the 
standard broadcast band and tends to 


result in an inefficient utilization of 
§ available frequencies. At the present 
time the Commission’s rules and stand¬ 
ards provide for such assignments under 
certain limitations which are intended 
to insure the full utilization of regional 
channels. The Commission’s experience 
indicates that these limitations do not 
effectively achieve their intended pur¬ 
pose. Moreover, the present rules and 
Standards provide that Class IV stations 
assigned to regional channels shall not 
be protected from interference from 
Class III stations. Thus, they permit the 
establishment of stations whose service is 
of marginal quality at best and subject 
at any time to further degradation. 
The Commission is, therefore, of the 
opinion that the assignment of Class IV 
stations to regional channels under any 
circumstances should be discontinued. 

4. Authority for the proposed amend¬ 
ments is contained in sections 303 (a) 
(b), (c), and (r) of the Communications 
Act of 1934, as amended. 

5. Any interested party who is of the 
opinion that the proposed amendments 
should not be adopted or should not be 
adopted in the form set forth, may file 
with the Commission, on or before July 


16, 1951, a written statement or brief 
setting forth his comments. At the same 
time persons favoring the amendments 
as proposed may file statements in sup¬ 
port thereof. Answers to comments may 
be filed within 30 days of the last day 
for the filing of comments. The Com¬ 
mission will consider all comments that 
are received before taking final action 
in the matter, and if any comments ap¬ 
pear to warrant the Commission in hold¬ 
ing an oral argument before final action 
is taken, notice of the time and place 
of such oral argument will be given in¬ 
terested parties. . 

6. In accordance with the provisions of 
§ 1.764 of the Commission’s rules and 
regulations, an original and 14 copies of 
all statements, briefs, comments, or 
answers thereto shall be furnished the 
Commission. 

Adopted: June 7. 1951. 

Released: June 8, 1951. 

Federal Communications 
Commission, 

[seal] T. J. Slowie, 

Secretary . 

IF. R. Doc. 51-6856; Filed, June 13, 1951; 
8:45 a. m.J 


NOTICES 


DEPARTMENT OF THE INTERIOR 

Bureau of Land Management 

11547376] 

Alaska 

notice of correction of notice of filing 
of plat of survey 

Notice issued May 10, 1951, of the 
filing of plat of original survey in T. 10 S., 
R. 10 E., F. M., Alaska, is corrected by 
eliminating from the excepted land in 
paragraph three NMj of lot 2 of sec. 10, 
N^SViNE 1 /^ N% of lot 4 and 5 of sec. 
11. KV 2 SV 2 W 2 . EV 2 SEY 4 , S 1 / 2 SE»/4NEV 4 
of sec. 12, EV 2 EV 2 sec. 13, lot 4, EVfeNE 1 /^ 
NEftSEft sec. 24, lot 1. sec. 25. 

William Zimmerman; Jr., 
Associate Director. 

(F. R. Doc. 51-6857; Filed, June 13, 1951; 
8:46 a. m.j 


[59344] 

Alaska 

notice of filing of plat of survey 

Notice is given that thf plat of original 
survey of the following described lands, 
accepted June 9, 1950, will be officially 
filed in the Land Office, Anchorage, 
Alaska, effective at 10:00 a. m., on the 
35th day after the date of this notice; 

U. S. Survey No. 2960, Gastineau Channel 
Small Tract Group, lots 1 to 18 inclusive, 
situated on Douglas Island about 1% miles 
northwest of The Juneau-Douglas Bridge. 

The area described aggregates 48.64 
acres. 


Available information indicates that 
lots 1 through 6 are gently sloping and 
lots 7 through 16 are rolling in char¬ 
acter. 

All of the lands described are em¬ 
braced in Small Tract leases; therefore, 
the lands will not be subject to disposi¬ 
tion under the general public land laws 
by reason of the official filing of this plat. 

William Zimmerman, Jr., 
Associate Director . 

[F. R. Doc. 51-6858; Filed, June 13, 1951; 

8:46 a. m.j 


ECONOMIC STABILIZATION 
AGENCY 

Office of Price Stabilization 

I Delegation of Authority 6, Amendment 1] 

Assistant Director for Price 
Operations 

delegation of authority to establish 
ceiling prices after disapproval of 
proposed prices or pending obtaining 
OF further information 

By virtue of the authority vested in me 
as Director of Price Stabilization pursu¬ 
ant to the Defense Production Act of 1950 
and Executive Order 10161 (15 F. R. 
6105) by Economic Stabilization Agency 
General Order No. 2 (16 F. R. 738) this 
Amendment 1 to Delegation of Authority 
6 (16 F. R. 3672) is hereby issued. 

Amendatory provisions. Delegation of 
Authority 6 is amended in the following 
respects: 

1. Item 3 is redesignated as item 4. 

2. A new item 3 is added to read as fol¬ 
lows; 


3. Authority is hereby delegated to the 
Assistant Director for Price Operations, 
Office of Price Stabilization, to establish 
a ceiling price in accordance with any 
ceiling price regulation which provides 
for the establishment of a ceiling price 
by the Director of Price Stabilization 
either where the ceiling price proposed 
by the seller under the regulation has 
been disapproved, in whole or in part, or 
where more information is required. 
The authority herein delegated may be 
redelegated to the Directors of the Di¬ 
visions of the Office of Price Operations, 
Office of Price Stabilization. 

This amendment shall take effect on 
June 14. 1951. 

Michael V. DiSalle, 
Director of Price Stabilization. 

June 13. 1951. 

IF. R. Doc. 51-6941; Filed, June 13, 1951; 

10:33 a. ra.] 


I Delegation of Authority 8] 
Regional Directors 

DELEGATION OF AUTHORITY TO ACT ON AP¬ 
PLICATIONS PERTAINING TO CERTAIN FOOD 
AND RESTAURANT COMMODITIES 

By virtue of the authority vested in 
me as Director of Price Stabilization 
pursuant to the Defense Production Act 
of 1950 (64 Stat. 812) and Executive Or¬ 
der 10161 (15 F. R. 6105) by Economic 
Stabilization General Order No. 2 (16 
F. R. 738) this delegation of authority is 
hereby issued. 

1. Authority to act under sections 15 
(c), 26a, 28a, and 28b of CPR 14, sec¬ 
tions 26, 26a. 27, and 30 (b) of CPR 15, 
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and sections 22 (b), 24, 24a and 26 (b) 
of CPR 16. Authority is hereby dele¬ 
gated to the Directors of the Regional 
Offices of the Office of Price Stabiliza¬ 
tion to act on all applications for price 
action and adjustment under the pro¬ 
visions of sections 15 (c), 26a, 28a, and 
28b of CPR 14, sections 26, 26a, 27, and 
30 (b) of CPR 15, and sections 22 <b), 
24. 24a and 26 (b) of CPR 16. The au¬ 
thority herein delegated may be redele¬ 
gated to the Directors of District Offices 
of the Office of Price Stabilization. The 
delegation of authority in this item 
shall take- effect on June 14, 1951. 

2. [Reserved] 

Michael V. DiSalle, 
Director of Price Stabilization. 

June 13, 1951. 

(P. R. Doc. 51-0942: Filed, June 13, 1951; 

10:33 a. m.J 


(Delegation of Authority 9] 
Recording Secretary 
delegation of authority to issue 

OFFICIAL COLLATIONS 

By virtue of the authority vested in 
me as the Director of Price Stabiliza¬ 
tion, pursuant to the Defense Production 
Act of 1950 and Executive Order 10161 
(15 F. R. 6105), by Economic Stabiliza¬ 
tion General Order Nos. 2 and 5 (16 F. R. 
738, 1583), this delegation of authority 
is hereby issued. 

Authority is hereby delegated to the 
Recording Secretary to initiate, prepare, 
sign for the Director, and issue all col¬ 
lations of regulations prepared for re¬ 
publication in the Federal Register. 
This delegation shall apply where a reg¬ 
ulation is republished to incorporate the 
text of amendments and corrections 
without change in the substance thereof. 

This delegation of authority shall take 
effect June 14, 1951. 

Michael V. DiSalle, 
Director of Price Stabilization. 

June 13, 1951. 

(P. R. Doc. 51-6943; Filed, June 13, 1951; 

10:33 a. m.) 


FEDERAL POWER COMMISSION 

[Docket No. G-1305] 

New York State Natural Gas Corp. 

NOTICE OF FINDINGS AND ORDER ISSUING 
CERTIFICATE OF PUBLIC CONVENIENCE AND 
NECESSITY 

June 11,1951. 

Notice is hereby given that, on June 8, 
1951, the Federal Power Commission is¬ 
sued its order entered June 7,1951, modi¬ 
fying order issued March 29, 1950, pub¬ 
lished in the Federal Register April 5, 
1950 (15 F. R. 1918), issuing certificate 
of public convenience and necessity in 
the above-entitled matter. 

[seal] J. H. Gutride, 

Acting Secretary. 

[P. R. Doc. 51-6376; Piled, June 13, 1951; 
8:51 a. m.J 


(Docket No. G-14051 
Mercer Gas Light and Fuel Co. * 

NOTICE OF ORDER GRANTING MOTION TO 
WITHDRAW APPLICATION AND TERMINAT¬ 
ING PROCEEDING 

June 11, 1951. 

Notice is hereby given that, on June 
8, 1951, the Federal Power Commission 
issued its order entered June 7, 1951, 
granting motion to withdraw application 
and terminating proceeding in the 
above-entitled matter. 

[seal] J. H. Gutride, 

Acting Secretary . 

[F. R. Doc. 51-6877; Piled, June 13, 1951; 
8:52 a. m.J 


(Docket No. G-1695J 
Manufacturers Light & Heat Co. 
notice of application 

June 8, 1951. 

Take notice that The Manufacturers 
Light & Heat Company (Applicant), a 
Pennsylvania Corporation having its 
principal office at 800 Union Trust Build¬ 
ing, Pittsburgh, Pennsylvania, filed on 
May 28, 1951 an application for a certifi¬ 
cate of public convenience and necessity 
pursuant to section 7 of the Natural Gas 
Act, authorizing the sale and delivery, 
and the construction of the facilities 
appurtenant thereto, of natural gas to 
City Gas Company of Phillipsburg, New 
Jersey, as hereinafter set forth. 

Applicant proposes to sell and deliver 
to City Gas Company as aforesaid the 
latter’s natural-gas requirements up to 
a daily maximum delivery of 940 Mcf in 
1952, increasing to a maximum daily de¬ 
livery of 1,700 Mcf in 1956, under an 
agreement entered into between Appli¬ 
cant and City Gas Company on May 22, 
1951. Under the terms of the agree¬ 
ment, City Gas Company proposes to 
assign to Applicant its rights to natural 
gas which Texas Eastern Transmission 
Corporation was required by the Fed¬ 
eral Power Commission to make avail¬ 
able to City Gas Company upon a show¬ 
ing by City Gas Company that natural 
gas up to a maximum of 1,700 Mcf daily 
could be economically delivered to it 
(Federal Power Commission Opinion and 
accompanying Order No. 206, entered 
February 27. 1951, Federal Power Com¬ 
mission Docket No. G-1012, In the Mat¬ 
ter of Texas Eastern Transmission Cor¬ 
poration) . 

The facilities necessary for the pro¬ 
posed sale and delivery, of natural gas 
include the construction and operation 
of a connection on Applicant’s Coates- 
ville-Port Jervis Gas transmission line at 
a point in Forks Township, Northampton 
County, Pennsylvania with the trans¬ 
mission line proposed to be constructed 
by City Gas Company, and a meter and 
regulator station. The cost of con¬ 
struction of the proposed facilities is 
$30,000. 

Protests or petitions to intervene may 
be filed with the Federal Power Com¬ 
mission, Washington 25, D. C., in ac¬ 
cordance with the rules of practice and 


procedure (18 CFR 1.8 or 1.10) on or 
before the 28th day of June. 1951. The 
application is on file with the Commis¬ 
sion for public inspection. 

[seal] J. H. Gutride, 

Acting Secretary. 

(P. R. Doc. 51-6878; Piled, June 13. 1951; 
8:52 a. m.J 


[Docket No. G-1698J 
Southern California Gas Co. 

NOTICE OF APPLICATION 

June 8, 1951. 

Take notice that Southern California 
Gas Company (Applicant), a California 
corporation, address 810 South Flower 
Street, Los Angeles, California, filed on 
May 29.1951, an application for a certifi¬ 
cate of public convenience and neces¬ 
sity pursuant to section 7 of the Natural 
Gas Act, authorizing the construction 
and operation of certain transmission 
pipeline facilities hereinafter described. 

Applicant proposes to transport natu¬ 
ral gas to and for distribution in the 
communities of Mojave, Lancaster, 
Palmdale, and Rosamond, California, 
and for such purpose to construct and 
operate a natural-gas pipeline approxi¬ 
mately 35 miles in length extending into 
the Antelope Valley of Southern Cali¬ 
fornia and connecting with the existing 
Pacific Gas and Electric Company’s 
Topock to Milpitas 34-inch natural-gas 
line near Mojave, California. 

Applicant estimates that the total an¬ 
nual sales for the first year of operation 
will be 140,980 Mcf of natural gas and 
for the fifth year of operation the total 
annual sales will be 233,814 Mcf of natu¬ 
ral gas. 

It is estimated that the cost of the 
facilities will be $525,396 for the first 
year of operation which will increase to 
$690,779 by the fifth year. Applicant 
proposes to finance the proposed pipe¬ 
line from funds on hand. 

Protests or petitions to intervene may 
be filed with the Federal Power Commis¬ 
sion, Washington 25, D. C.. in accordance 
with the rules of practice and procedure 
(18 CFR 1.8 or 1.10) on or before the 
28th day of June, 1951. The applica¬ 
tion is on file with the Commission for 
public inspection. 

[seal] J. H. Gutride, 

Acting Secretary. 

(P. R. Doc. 51-6879; Filed. June 13. 1951; 

8:52 a. m.J 


INTERSTATE COMMERCE 
COMMISSION 

(4th Sec. AppUcation 26155 J 

Iron or Steel Rods From Portsmouth 
and New Boston, Ohio, to Kansas 
City, Mo.-Kans. 

APPUCATION FOR RELIEF 

June 11, 1951. 

The Commission is in receipt of the 
above-entitled and numbered applica¬ 
tion for relief from the long-and-short- 
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haul provision of section 4 (1) of the 
Interstate Commerce Act. 

Filed by: L. C. Schuldt, Agent, for car¬ 
riers parties to his tariff L C. C. No. 
4238. 

Commodities involved: Rods, coiled 
iron or steel, carloads. 

From: Portsmouth and New Boston, 
Ohio. 

To: Kansas City, Mo.-Kans. 

Grounds for relief: Competition with 
water carriers. 

Schedules filed containing proposed 
rates: L. C. Schuldt, Agent, I. C. C. No. 
4238, Supp. 34. 

Any interested person desiring the 
Commission to hold a hearing upon such 
application shall request the Commis¬ 
sion in writing so to do within 15 days 
from the date of this notice. As pro¬ 
vided by the general rules of practice 
of the Commission, Rule 73, persons 
other than applicants should fairly dis¬ 
close their interest; and the position 
they intend to take at the hearing with 
respect to the application. Otherwise 
the Commission, in its discretion, may 
proceed to investigate and determine the 
matters involved in such application 
without further or formal hearing. If 
because of an emergency a grant of tem¬ 
porary relief is found to be necessary 
before the expiration of the 15-day pe¬ 
riod, a hearing, upon a request filed 
within that period, may be held subse¬ 
quently. 

By the Commission. Division 2. 

[seal] W. P. Bartel, 

Secretary. 

|F. R. Doc. 51-8874; Filed. June 13, 1951; 

8:51 a. m.J 


SECURITIES AND EXCHANGE 
COMMISSION 

[File No. 7-1315] 

Mississippi River Fuel Corp. 

NOTICE OP APPLICATION FOR UNLISTED 

TRADING PRIVILEGES, AND OF OPPORTUNITY 

FOR HEARING 

At a regular session of the Securities 
and Exchange Commission, held at its 
office in the city of Washington, D. C., on 
the 8th day of June A. D. 1951. 

The Boston Stock Exchange, pursuant 
to section 12 (f) (2) of the Securities 
Exchange Act of 1934 and Rule X-12F-1 
thereunder, has made application for 
unlisted trading privileges in the Capital 
Stock, $10 Par Value, of Mississippi 
River Fuel Corporation, a security listed 
and registered on the New York Stock 
Exchange and on the Midwest Stock 
Exchange. 

Rule X-12F-1 provides thr.t the appli¬ 
cant shall furnish a copy of the applica¬ 
tion to the issuer and to every exchange 
on which the security is listed or already 
admitted to unlisted trading privileges. 
The application is available for public 
inspection at the Commission’s principal 
office in Washington, D. C. 

Notice is hereby given that, upon re¬ 
quest of any interested person received 
prior to June 22, 1951, the Commis¬ 
sion will set this matter down for hear¬ 
ing. In additicto, any interested person 


may submit his views or any additional 
facts bearing on this application by 
means of a letter addressed to the Sec¬ 
retary of the Securities and Exchange 
Commission, Washington, D. C. If no 
one requests a hearing on this matter, 
this application will be determined by 
order of the Commission on the basis of 
the*facts stated in the application, and 
other information contained in the offi¬ 
cial file of the Commission pertaining to 
this matter. 

By the Commission. 

[seal] Orval L. DuBois, 

Secretary. 

[F. R. Doc. 51-6863; Filed, June 13, 1951; 

8:48 a. m.J 


[File No. 70-26211 

North Penn Gas Co. 

ORDER AUTHORIZING AMENDMENT OF CORPO¬ 
RATE CHARTER AND ISSUANCE AND SALE OF 

PRINCIPAL AMOUNT OF DEBENTURES AT 

COMPETITIVE BIDDING 

At a regular session of the Securities 
and Exchange Commission, held at its 
office in the city of Washington, D. C., on 
the 7th day of June 1951. 

North Penn Gas Company ("North 
Penn”), a registered holding company 
and a gas utility company which is a 
subsidiary of Pennsylvania Gas & Electric 
Corporation, also a registered holding 
company, having filed an application- 
declaration, and amendments thereto, 
pursuant to sections 6 and 7 of the Public 
Utility Holding Company Act of 1935 (the 
"act”) and Rule U-50 promulgated 
thereunder with respect to the following 
proposed transactions: 

North Penn proposes to amend its 
charter to provide for an authorized 
maximum indebtedness of the company 
of $8,100,000. Thereafter. North Penn 
proposes to issue $2,700,000 principal 
amount of — per cent debentures, due 
June 1,1971, and to sell such Debentures 
at competitive bidding in accordance 
with the provisions of Rule U-50 under 
the act. 

The invitation for bids will provide 
that each bid shall specify the coupon 
rate for the Debentures, which shall be a 
multiple of Vi per cent and the price to 
be paid the company, exclusive of ac¬ 
crued interest, which price shall be not 
less than 100 per cent nor more than 
102.75 per cent of the principal amount 
of said Debentures, plus accrued interest 
from June 1, 1951. 

The proceeds from the proposed sale 
are to be used to retire all of the $2,700,- 
000 principal amount of presently out¬ 
standing notes of North Penn which are 
payable to banks and mature October 22, 
1951. Such notes were issued during 
1950 for the purpose of refinancing pre¬ 
viously outstanding First Mortgage and 
Lien Bonds, 5% per cent series, due 1957, 
of North Penn. 

The provisions of the proposed new 
Debentures, which will be authorized in 
the principal amount of $2,700,000, are 
set forth in an Agreement, to be dated 
June 1, 1951, between North Penn and 
the Chase National Bank of the City of 


New York, the proposed trustee. Such 
provisions will include, among others, a 
provision for annual sinking fund pay¬ 
ments in the amount of 3 percent of the 
principal amount of Debentures initially 
issued. 

The proposed issuance and sale of the 
Debentures have been authorized by the 
Pennsylvania Public Utility Commission. 

Notice of the filing of the application- 
declaration, as amended, having been 
duly given in the form and manner pre¬ 
scribed by Rule U-23. promulgated pur¬ 
suant to the act. and the Commission not 
having received a request for a hearing 
and not having ordered a hearing 
thereon: and 

The Commission finding with respect 
to the application-declaration, as 
amended, that all of the applicable stat¬ 
utory standards are satisfied and deem¬ 
ing it appropriate in the public interest 
and in the interest of investors and con¬ 
sumers that said application-declara¬ 
tion. as amended, be granted and per¬ 
mitted to become effective forthwith: 

It is hereby ordered , Pursuant to said 
Rule U-23 and the applicable provisions 
of the act. that said application-declara¬ 
tion, as amended, be, and the same 
hereby is, granted and permitted to 
become effective forthwith, subject to 
the terms and conditions prescribed in 
Rule U-24 and to the following addi¬ 
tional terms and conditions: 

(1) That the proposed issuance and 
sale by North Penn of $2,700,000 prin¬ 
cipal amount of percent debentures, 
due 1971, shall not be consummated un¬ 
til the results of the competitive bidding, 
pursuant to Rule U-50, held with respect 
thereto, shall have been made a matter 
of record in this proceeding and a fur¬ 
ther order shall have been entered by 
this Commission in the light of the rec¬ 
ord so completed, which order shall con¬ 
tain such further terms and conditions, 
if any, as may then be deemed appro¬ 
priate, for which purpose jurisdiction 
be, and the same hereby is, reserved; and 

(2) That jurisdiction be, and hereby 
is, reserved with respect to any and all 
fees and expenses incurred or to be in¬ 
curred in connection with the proposed 
transactions. 

By the Commission. 

[seal] Orval L. DuBois, 

Secretary. 

|F. R. Doc. 51-6864: Filed, June 13, 1951; 

8:48 a. m.J 


[File No. 70-26351 
Missouri Power & Light Co. 

ORDER PERMITTING SUBMISSION OF PRINCI¬ 
PAL AMOUNT FIRST MORTGAGE BONDS TO 
COMPETITIVE BIDDING 

At a regular session of the Securities 
and Exchange Commission held at its 
office in the city of Washington, D. C. on 
the 7th day of June 1951. 

Missouri Power & Light Company 
("Missouri Power”), a public utility sub¬ 
sidiary of Union Electric Company of 
Missouri and the North American Com¬ 
pany, both registered holding companies, 
has filed with the Commission an ap- 
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plication and amendment thereto, pur- 
euant to section 6 (b) of the Public 
Utility Holding Company Act of 1935 
(“act") and Rules U-20, U-23. U-24, and 
U-50 of the general rules and regula¬ 
tions promulgated thereunder, regarding 
the following proposed transactions: 

Missouri Power proposes to issue and 
sell, at competitive bidding pursuant to 
the provisions of Rule U-50, $4,000,000 
principal amount of First Mortgage 
Bonds, percent series due 1981 (“new 
bonds”). 

The invitation for bids provides that 
each bid shall specify the coupon rate 
for the new bonds, which shall be a mul¬ 
tiple of y 8 of 1 percent, and the price to 
be paid the company, exclusive of ac¬ 
crued interest, which price shall be not 
less than 100 percent nor more than 
102.75 percent of the principal amount of 
said bonds, plus secured interest from 
June 1, 1951. 

The new bonds will be issued under 
and secured by a Mortgage and Deed of 
Trust between the applicant and Harris 
Trust and Savings Bank and Clark Cox, 
as Trustees, dated July 1, 1946, as last 
supplemented on November 1. 1949, and 
to be further supplemented by a Third 
Supplemental Indenture, dated June 1, 
1951. 

Applicant proposes to apply the net 
proceeds received from the sale of the 
new bonds to the payment of its un¬ 
secured promissory notes aggregating 
$2,400,000, to reimburse its treasury for 
capital expenditures previously made, 
and, in part, to the payment of the cost 
of property additions during 1951. esti¬ 
mated in the amount of $3,610,000. 

Said application having been filed on 
May 17, 1951, and notice of filing having 
been duly given in the form and man¬ 
ner prescribed by Rule U-23, promul¬ 
gated pursuant to the act, and the 
Commission not having received a re¬ 
quest for a hearing with respect to said 
application within the period specified in 
said notice, or otherwise, and not having 
ordered a hearing thereon; and 

It appearing to the Commission that 
the proposed issuance and sale of the 
new bonds have been expressly author¬ 
ized by the Missouri Public Service 
Commission, the State Commission of 
the State in which the company is or¬ 
ganized and doing business; and 

The Commission finding that said ap¬ 
plication, as amended, satisfied the re¬ 
quirements of the applicable provisions 
of the act and the rules and regulations 
promulgated thereunder and that it is 
not necessary to impose any terms or 
conditions other than those set forth 
below, and the Commission deeming it 
appropriate in the public interest and 
in the interest of investors and con¬ 
sumers that said application, as 
amended, be granted, effective forth¬ 
with: 

It is hereby ordered , That the appli¬ 
cation, as amended, be, and the same 
hereby is granted, effective forthwith, 
subject to the terms and conditions pre¬ 
scribed in Rule U-24 and subject further 
to the following additional conditions: 

(a) That the issuance and sale of the 
new bonds shall not be consummated 
until the results of competitive bidding 
pursuant to Rule U-50 with respect 


thereto shall have been made a matter 
of record herein and a further order 
shall have been entered, which order 
may contain such further terms and 
conditions as may then be deemed ap¬ 
propriate, jurisdiction being hereby re¬ 
served for such purpose. 

(b) That jurisdiction be, and the 
same hereby is, reserved with respect to 
all fees and expenses incurred in con¬ 
nection with the proposed transactions, 
including fees and expenses of counsel 
for the successful bidders. 

By the Commission. 

[seal] Orval L. DuBois, 

Secretary. 

|F. R. Doc. 51-68G5: Filed, June 13, 1951; 

8 :48 a. m.) 


[File No. 812-724] 

Income Foundation Fund, Inc., and Axe 
Securities Corp. 

notice op application; statement of 
issues; order for hearing 

At a regular session of the Securities 
and Exchange Commission, held at its 
office in the city of Washington, D. C. t 
on the 8th day of June A. D. 1951. 

Notice is hereby given that Income 
Foundation Fund, Incorporated (herein¬ 
after sometimes referred to as “Fund”), 
a registered investment company and 
Axe Securities Corporation (hereinafter 
sometimes referred to as “Axe Secur¬ 
ities”) the prospective principal under¬ 
writer for the Fund (the Fund and Axe 
Securities Corporation being hereinafter 
sometimes referred to as “Applicants”) 
have filed an application pursuant to 
section 6 (c) of the Investment Company 
Act of 1940 for an order of the Commis¬ 
sion exempting from the provisions of 
section 22 (d) of the act, the proposed of¬ 
fering of shares of the Fund to charitable 
and religious organizations, hospitals, 
colleges and other eleemosynary institu¬ 
tions including non-profit organizations 
such as pension funds, on the basis of 
one-half of the regular sales load set 
forth in the Fund’s prospectus. 

The application states that the Fund is 
registered under the Act as an open-end 
diversified investment company of the 
management type and issues redeemable 
securities. Axe Securities Corporation is 
the principal underwriter and general 
distributor of the shares of the Fund. 
The regular public offering price of the 
shares of the Fund is equal to their net 
asset value per share plus a sales load. 
Quantity discounts are presently avail¬ 
able to purchasers with respect to indi¬ 
vidual purchases of $25,000 or more of 


the Fund’s shares upon the following 
schedule: 

Sales load 
percentage of 

On individual sales of— offering price 

Less than $25,000_ 8% 

Not less than $25,000_ 6 

Not less than $50,000_ 4 

Not less than $100,000, but less than 

$250,000. 2 

Not less than $250,000, but less than 

$500,000. 1 

$500,000 or more___ $£ 


Such scale of quantity discounts Is set 
forth in the Fund’s prospectus. As set 


forth In the application, the Fund pro¬ 
poses to offer its shares to charitable and 
religious organizations, hospitals, col¬ 
leges and other eleemosynary institu¬ 
tions including non-profit organizations 
such as pension funds, at prices which 
include sales loads equal to one-half (Va) 
of those set forth in the schedule above. 

The application further states that, 
“as it is a customary practice in many 
businesses and other lines of endeavor 
to grant concessions to such organiza¬ 
tions as set forth above because of their 
being operated for their respective 
charitable, religious, educational, public 
health and other non-profit purposes, it 
is therefore the desire of the applicants 
to give such organizations a similar con¬ 
cession by permitting them to purchase 
shares of this Fund on the basis of one- 
half of their regular sales load.” 

The Applicants assert that the order of 
exemption herein requested is appro¬ 
priate in the public interest and con¬ 
sistent with the protection of investors 
and the purposes fairly intended by the 
policy provisions of the Act. 

All interested parties are referred to 
said application, w r hich is on file in the 
offices of the Commission, for a more de¬ 
tailed statement of the proposed trans¬ 
actions and the matters of fact and law 
asserted. 

Section 22 (d) of the act, with certain 
exceptions not pertinent here, prohibits 
registered investment companies from 
selling their redeemable securities to 
any person other than a dealer or princi¬ 
pal underwriter at prices less than that 
at which the security is offered to the 
public. The offering of shares of the 
Fund through the underwriter to char¬ 
itable and religious organizations, hos¬ 
pitals, colleges and other eleemosynary 
institutions at one-half of the regular 
sales load set forth in the prospectus 
would appear to be unlawful in the ab¬ 
sence of an order by the Commission 
granting an exemption to the applicants 
from the provisions of section 22 (d) of 
the Investment Company Act. 

Section 6 (c) of the act provides that 
the Commission may by rules and regu¬ 
lations upon its own motion or by order 
upon application, conditionally or un¬ 
conditionally, exempt any person, secur¬ 
ity or transaction or any class of* classes 
of persons, securities, or transactions 
from the provisions of the act or any 
rule or regulation thereunder, if and to 
the extent that such exemption is nec¬ 
essary or appropriate in the public in¬ 
terest and consistent with the protection 
of investors and the purposes fairly in¬ 
tended by the policy and provisions of 
the act. 

The Division of Corporation Finance 
has advised the Commission that upon 
a preliminary examination of the appli¬ 
cation it deems the following issues to be 
raised thereby without prejudice to the 
specification of additional issues upon 
further examination: (1) Whether the 
practice alleged by the Applicants to be 
customary in many businesses and other 
lines of endeavor “to grant concessions” 
to organizations of the above described 
character is unfair, discriminatory, and 
inconsistent with the policy of the Act 
particularly in the light of the provisions 
of sections 1 (b) (2) and 22 (d) thereof; 
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and (2) whether an order of exemption 
permitting discrimination in public of¬ 
fering price of the Fund’s shares when 
purchased by organizations of the above 
described character is necessary or ap¬ 
propriate in the public interest and con¬ 
sistent with the protection of investors 
and the purposes fairly intended by the 
act. 

It is ordered, Pursuant to section 40 
(a) of said act, that a public hearing on 
the aforesaid application be held on July 
2. 1951 at 10:00 a. m., e. d. s. t. f Room 
198 in the offices of the Securities and 
Exchange Commission, 425 Second 
Street, NW., Washington, D. C. 

It is further ordered , That Richard 
Townsend, or any officer or officers of the 
Commission designated by it for that 
purpose shall preside at the hearing and 
any officer or officers so designated to 
preside at any such hearing is hereby 
authorized to exercise all of the powers 
granted to the Commission under sec¬ 
tions 41 and 42 (b) of the Investment 
Company Act of 1940 and to hearing 
officers under the Commission’s rules of 
practice. 

Notice of such hearing is hereby given 
to the above-named Applicants, Income 
Foundation Fund, Incorporated and Axe 
Securities Corporation, and to any other 
person or persons w f hose participation in 
such proceedings may be in the public 
interest or for the protection of inves¬ 
tors. Any person desiring to be heard 
or otherwise desiring to participate in 
said proceeding should file with the Sec¬ 
retary of the Commission, on or before 
June 29, 1951 his application therefor 
as provided by Rule XVII of the rules 
of practice of the Commission, setting 
forth therein any issues of law or fact 
which he desires to controvert and any 
additional issues he deems raised by the 
aforesaid application. 

By the Commission. 

[SEAL] ORVAL L. DuBoiS, 

Secretary. 

[F. R. Doc. 5 a- 6862; Filed. June 13, 1951; 

8:47 a. m.J 

TENNESSEE VALLEY AUTHORITY 

Revision of Agency Organization 

«* 

The following material pertaining to 
the organization of the Tennessee Valley 
Authority supersedes that portion of 
the material published in the Federal 
Register of December 30, 1948, 13 F. R. 
8824-8826, beginning with the paragraph 
entitled “ Board of Directors ” on page 
8824 and extending through the para¬ 
graph entitled “ Division of Reservoir 
Properties" on page 8825: 

Board of Directors. The Board of 
Directors is authorized by the TV A Act to 
exercise all the powers of the Corpo¬ 
ration. The Board establishes general 
policies and programs; reviews and 
appraises progress and results; approves 
projects and specific items which are of 
major importance, involve important ex¬ 
ternal relations, or otherwise require 
Board approval; approves the annual 
budget; and establishes the basic organi¬ 
zation through which programs and 
policies are executed. The General 


Counsel advises the Board on legal mat¬ 
ters and serves as Secretary to the 
Corporation. 

Office of the General Manager . The 
Office of the General Manager consists 
of the General Manager, the staff of his 
immediate office, and the Budget Staff, 
Information Staff, and Washington 
Staff. 

The General Manager is the principal 
TV A administrative officer. The General 
Manager is responsible for directing and 
coordinating the execution of programs, 
policies, and decisions which the Board 
of Directors adopts, subject to such con¬ 
trols as it may establish. The General 
Manager is responsible for assigning du¬ 
ties and making delegations to offices 
ar.d divisions; and for approving major 
TVA management methods, major staff 
appointments, and major organizational 
changes in each division. The General 
Manager is also responsible for bringing 
before the Board matters requiring its 
consideration or approval; for submitting 
information or recommendations on TVA 
affairs to the Board; for assisting the 
Board in presenting the budget to the 
Bureau of the Budget and Congress; and 
for performing duties otherwise appro¬ 
priate to the administration of TVA. 

The General Manager is assisted by 
the Budget Staff, responsible for prep¬ 
aration of the Budget and for liaison with 
the Bureau of the Budget; by the Infor¬ 
mation Staff, responsible for providing 
information about TVA requested by the 
public, for providing technical library 
services to employees, and for preparing 
the TVA annual report to the President 
and Congress; by the Washington Staff, 
responsible for liaison with Congress, the 
Executive Office of the President, and 
Federal agencies in Washington; and by 
such other assistants in his immediate 
office as are required for specialized 
functions and duties, or to aid in expe¬ 
diting, coordinating, and disposing of 
current business. 

The General Manager and the several 
offices and divisions get management 
assistance from the Divisions of Person¬ 
nel, Finance, Law, and Property and 
Supply. 

Division of Personnel. The Division of 
Personnel advises and assists in the de¬ 
velopment, administration, and appraisal 
of policies and standards in the fields of 
selection, classification, compensation, 
and training of personnel; employee 
relations; organization; administrative 
relations; educational relations; and 
related aspects of personnel adminis¬ 
tration. 

Division of Finance. The Division of 
Finance advises and assists in the devel¬ 
opment, administration, and appraisal of 
policies relating to finances, accounting, 
and auditing. 

Division of Law. The Division of Law 
handles all legal problems which arise in 
connection with the business of ’TVA; 
and advises and assists on legislative 
matters relating to TVA activities and on 
negotiations to which TVA is a party. 

Division of Property and Supply. The 
Division of Property and Supply advises 
and assists in the development, adminis¬ 
tration, and appraisal of policies relating 
to the acquisition, transfer, and disposal 
of real and personal property; to the 


provision of transportation services; and 
to the provision of office services and the 
analysis of office methods. 

Office of Engineering. The Office of 
Engineering develops, recommends, and 
executes an integrated plan of water 
control for the Tennessee River and its 
tributaries; plans, designs, and con¬ 
structs dams, locks, hydro and steam 
electric generating facilities, and other 
structures required to carry out TVA’s 
objectives; directs the integrated control 
of water operations of the reservoir sys¬ 
tem for all purposes; and provides other 
engineering, architectural, and construc¬ 
tion services as required. 

Office of Potver. The Office of Power 
formulates, recommends, and executes 
engineering and other plans, policies, and 
programs relating to the generation, 
transmission, and utilization of electric 
power, and operates water control facil¬ 
ities at complete dams as directed by the 
Office of Engineering. 

Division of Chemical Engineering. 
The Division of Chemical Engineering 
formulates, recommends, and executes 
plans, policies, and programs of research 
in chemistry, chemical engineering, and 
metallurgy to improve the use of agricul¬ 
tural, mineral, and forest resources, and 
for national defense; and designs and op¬ 
erates chemical plants for production of 
fertilizers and munitions. 

Division of Forestry Relations. The 
Division of Forestry Relations formu¬ 
lates, recommends, and conducts inves¬ 
tigative and development programs in 
forestry, fish and game, and watershed 
protection. 

Division of Agricultural Relations. 
The Division of Agricultural Relations 
recommends objectives and carries out 
plans and projects for the testing and 
introduction of new forms of fertilizer 
and their effective use in improved sys¬ 
tems of farm management; for the im¬ 
provement of watershed-stream flow 
relationships in the Valley; for the read¬ 
justment of agricultural areas affected 
by TVA operations; and for related ac¬ 
tivities having to do with the manage¬ 
ment and use of agricultural resources. 

Division of Regional Studies. The 
Division of Regional Studies makes 
studies, recommends policies, and main¬ 
tains relationships with states, local gov¬ 
ernments, and other agencies in matters 
of business and industrial development; 
community organization and develop¬ 
ment, and governmental administration 
and finance in the Tennessee Valley 
Region; and recommends and carries 
out policies for the development of ef¬ 
fective navigation use of the Tennessee 
River. 

Division of Health and Safety. The 
Division of Health and Safety recom¬ 
mends and carries out plans and policies 
relating to health and safety of em¬ 
ployees and of the public affected by TVA 
activities; and maintains cooperative 
relations with other agencies in health 
and safety studies, demonstrations, and 
services. 

Division of Reservoir Properties. The 
Division of Reservoir Properties recom¬ 
mends and executes policies relating to 
administration of reservoir and reser¬ 
vation properties; manages employee 
housing and related services for con- 
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straction projects; provides advisory and 
personnel services and facilities for 
property protection and law enforce¬ 
ment; and aids in furthering public un¬ 
derstanding of TV A programs. It is 
responsible for site planning and TVA’s 
interests in recreation. 

Issued this first day of June 1951. 

Tennessee Valley 
Authority, 

[seal! John Oliver. 

Acting General Manager . 

|F. R. Doc. 51-6882; Filed, June 13, 1951; 

8:53 a. m.j 


DEPARTMENT OF JUSTICE 

Office of Alien Property 

Authority: 40 Stat. 411, 55 Stat. 839, Pub. 
Laws 322. 671. 79th Cong., 60 Stat. 50, 925; 50 
U. S. C. and Supp. App. 1. 616; E. O. 9193, 
July 6, 1942, 3 CFR, Cum. Supp., E. O. 9567, 
June 8. 1945, 3 CFR, 1945 Supp., E. O. 9788, 
Oct. 14, 1946, 11 F. R. 11981. 

[Vesting Order 179331 
Hans Jacob Anton Orth 

In re: Claim of Hans Jacob Anton 
Orth, also known as Hans Jakob Anton 
Orth and as Hans Orth. F-28-26190- 
C-2. 

Under the authority of the Trading 
With the Enemy Act, as amended. Exec¬ 
utive Order 9193, as amended, and Exec¬ 
utive Order 9788, and pursuant to law, 
after investigation, it is hereby found; 

1. That Hans Jacob Anton Orth, also 
known as Hans Jakob Anton Orth, and 
as Hans Orth, whose last known address 
is Germany, is a resident of Germany 
and a national of a designated enemy 
country (Germany); 

2. That the property described as fol¬ 
lows: The claim against the State of 
New York and the Comptroller of the 
State of New York arising by reason of 
the collection or receipt by said Comp¬ 
troller, pursuant to the provisions of the 
Abandoned Property Law of the State 
of New York, of the following: That sum 
of money previously on deposit in a 
savings account ^maintained with The 
Seamen’s Bank for Savings, 74 Wall 
Street, New York 5 New York, account 
number 756,875, and any and all rights 
to file with said Comptroller, demand, 
enforce and collect the aforesaid claim, 

is property within the United States 
owned or controlled by, payable or de¬ 
liverable to, held on behalf of, or oh 
account of, or owing to, or which is evi¬ 
dence of ownership or control by, the 
aforesaid national of a designated enemy 
country (Germany); 

and it is hereby determined: 

3. That to the extent that the person 
named in subparagraph 1 hereof is not 
within a designated enemy country, the 
national interest of the United States 
requires that such person be treated as a 
national of a designated enemy country 
(Germany). 

All determinations and all action re¬ 
quired by law, including appropriate 
consultation and certification, having 
been made and taken, and, it being 
deemed necessary in the national in¬ 
terest, 


There is hereby vested in the Attorney 
General of the United States the prop¬ 
erty described above, to be held, used, 
administered, liquidated, sold or other¬ 
wise dealt with in the interest of and for 
the benefit of the United States. 

The terms "national" and “designated 
enemy country" as used herein shall have 
the meanings prescribed in section 10 of 
Executive Order 9193, as amended. 

Executed at Washington, D. C., on 
May 24, 1951. 

For the Attorney General. 

[seal] Harold I. Baynton. 

Assistant Attorney General, 
Director, Office of Alien Property . 

[F. R. Doc. 51-6845; Filed, June 12, 1951; 

9:07 a. m.l 


(Vesting Order 16329, Amdt.J 
Martha Puschmann 

In re; Judgment rights owned by 
Martha Puschmann. F-28-25805-C-T. 

Vesting Order 16329, dated December 
8,1950, is hereby amended as follows and 
not otherwise: 

By deleting subparagraph 2 of said 
Vesting Order 16329 and substituting 
therefor the following: 

2. That the property described as fol¬ 
lows: All right, title and interest created 
in Martha Puschmann by virtue of that 
certain judgment entered in the Los An¬ 
geles Municipal Court, Los Angeles, Cali¬ 
fornia, in the cause entitled Rebecca B. 
Alexander vs. Margarete Keller, num¬ 
bered 758140, subject to the rights of 
Ratzer & Bridge, 357 South Hill Street, 
Los Angeles 13, California, including par¬ 
ticularly. but not limited to, the right to 
enforce and collect all obligations there¬ 
under, 

is property within the United States 
owned or controlled by, payable or de¬ 
liverable to, held on behalf of or on ac¬ 
count of, or owing to, or which is evidence 
of ownership or control by, Martha 
Puschmann, the aforesaid national of a 
designated enemy country (Germany); 

All other provisions of said Vesting 
Order 16329 and all action taken by or on 
behalf of the Attorney General of the 
United States in reliance thereon, pursu¬ 
ant thereto and under the authority 
thereof are hereby ratified and con¬ 
firmed. 

Executed at Washington, D. C., on 
May 31, 1951. 

For the Attorney General. 

[seal] Harold I. Baynton, 
Assistant Attorney General, 
Director, Office of Alien Property. 

[F. R. Doc. 51-6885; Filed, June 13, 1951; 

8:54 a. m.J 


(Vesting Order 17957] 

George Marquardt 

In re: Estate of George Marquardt, de¬ 
ceased. File No. D-28-11788. 

Under the authority of the Trading 
With the Enemy Act, as amended, Ex¬ 


ecutive Order 9193. as amended, and Ex¬ 
ecutive Order 9788, and pursuant to law, 
after investigation, it is hereby found: 

1. That Karl Marquardt, Jr., Marie 
Wolff, Pauline Marquardt, Otto Hanne- 
mann, Lina Kroener, Ema Ungerer, Otto 
Marquardt, Pauline Catharine Elisabeth 
Heine, Gretchen Dora Luise Goedecke, 
Helmut Hermann Goedecke, and Ella 
Kannengiesser, whose last known address 
is Germany, are residents of Germany 
and nationals of a designated enemy 
country (Germany); 

2. That the heirs of Karl Marquardt, 
Sr., deceased, of Lina Lauroesch. de¬ 
ceased, and of Wilhelmine Luise Goed¬ 
ecke, deceased, who there is reasonable 
cause to believe are residents of Ger¬ 
many. are nationals of a designated 
enemy country (Germany); 

3. That all right, title, interest and 
claim of any kind or character whatso¬ 
ever of the persons identified in subpara¬ 
graphs 1 and 2 hereof, and each of them, 
in and to the estate of George Mar¬ 
quardt, deceased, is property payable or 
deliverable to, or claimed by. the afore¬ 
said nationals of a designated enemy 
country (Germany); 

4. That such property is in the process 
of administration by August Klassen, as 
executor, acting under the judicial su¬ 
pervision of Hudson County Court, Pro¬ 
bate Division, Jersey City, New r Jersey; 

and it is hereby determined: 

5. That to the extent that the persons 
named in subparagraph 1 hereof and the 
heirs of Karl Marquardt, Sr., deceased, 
of Lina Lauroesch, deceased, and of Wil¬ 
helmine Luise Goedecke, deceased, are 
not within a designated enemy country, 
the national interest of the United States 
required that such persons be treated as 
nationals of a designated enemy country 
(Germany). 

All determinations and all action re- 
quired by law, including appropriate 
consultation and certification, having 
been made and taken, and, it being 
deemed necessary in the national in¬ 
terest. 

There is hereby vested in the Attorney 
General of the United States the prop¬ 
erty described above, to be held, used, 
administered, liquidated, sold or other¬ 
wise dealt with in the interest of and 
for the benefit of the United States. 

The terms “national" and “designated 
enemy country" as used herein shall 
have the meanings prescribed in section 
10 of Executive Order 9193, as amended. 

Executed at Washington, D. C., on 
May 31, 1951. 

For the Attorney General. 

[seal] Harold I. Baynton, 
Assistant Attorney General, 
Director, Office of Alien Property . 

(F. R. Doc. 51-6886; Filed, June 13, 1951; 

8:54 a. m.j 


(Vesting Order 17960J 
John Joseph Weikerth 

In re: Estate of John Joseph Weikerth, 
deceased. File No. D-28-13001, E. & T. 
sec. No. 17129. 

Under the authority of the Trading 
With the Enemy Act, as amended, Exec- 
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utive Order 9193, as amended, and 
Executive Order 9788, and pursuant to 
law, after investigation, it is hereby 
found: 

1. That Jakob Mueller, Josef Beul, 
Kate Beul, Maria Theis, Peter Beul, Jo¬ 
sephine Mueller, Maria Egenolf and 
Margarete Schmidt, whose last known 
address is Germany, are residents of 
Germany and nationals of a designated 
enemy country (Germany); 

2. That all right, title, interest and 
claim of any kind or character whatso¬ 
ever of the persons named in subpara¬ 
graph 1 hereof in and to the Estate of 
John Joseph Weikerth. deceased, is prop¬ 
erty payable or deliverable to, or claimed 
by, the aforesaid nationals of a desig¬ 
nated enemy country (Germany); 

3. That such property is in the process 
of administration by W. J. Weikerth, as 
Administrator, acting under the judicial 
supervision of the Probate Court of Har¬ 
ris County, Texas; 

and it Is hereby determined: 

4. That to the extent that the persons 
named in subparagraph 1 hereof are 
not within a designated enemy country, 
the national interest of the United 
States requires that such persons be 
treated as nationals of a designated 
enemy country (Germany). 

All determinations and all action re¬ 
quired by law, including appropriate 
consultation and certification, having 
been made and taken, and, it being 
deemed necessary in the national 
interest, 

There is hereby vested in the Attorney 
General of the United States the prop¬ 
erty described above, to be held, used, 
administered, liquidated, sold or other¬ 
wise dealt with in the interest of and for 
the benefit of the United States. 

The terms “national’* and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 of 
Executive Order 9193, as amended. 

Executed at Washington, D. C., on 
May 31, 1951. 

For the Attorney General. 

[seal] Harold I. Baynton, 
Assistarit Attorney General , 
Director , Office of Alien Property . 

[F. R. Doc. 51-6887; Filed, June 13, 1951; 

8:54 a. m.J 


[Vesting Order 17962] 

Peter Zimmermann 

In re: Estate of Peter Zimmermann, 
deceased. File No. 917-26755. 

Under the authority of the Trading 
With the Enemy Act, as amended, Exec¬ 
utive Order 9193, as amended, and Ex¬ 
ecutive Order 9788, and pursuant to law, 
after investigation, it is hereby found: 

1. That Mrs. Christine Fohrs, Paul 
Zimmermann. Karl Henry Zimmermann, 
Mrs. Anna Schafer, Reiner Zimmermann, 
Peter Zimmermann, Nicklauz Zimmer¬ 
mann, Miss Mia Lahr, Mrs. Tina Linnarz, 
Mrs. Gertrud Fussel, Nieklaus Lahr and 
Johann Lahr, whose last known address 
is Germany, are residents of Germany 
and nationals of a designated enemy 
country (Germany); 

No. 115-3 


2. That the issue and domiciliary per¬ 
sonal representatives, heirs-at-law, next- 
of-kin, legatees and distributees, names 
unknown, of Joseph (Josef) Zimmer¬ 
mann, Sr., deceased, of Joseph Zimmer¬ 
mann, Jr., deceased, and of Katherine 
(Kathrina) Lahr, deceased, who there is 
reasonable cause to believe are residents 
of Germany, are nationals of a desig¬ 
nated enemy country (Germany); 

3. That all right, title, interest and 
claim of any kind or character whatso¬ 
ever of the persons identified in sub- 
paragraphs 1 and 2 hereof, and each of 
them, in and to the estate of Peter Zim¬ 
mermann, deceased, is property payable 
or deliverable to. or claimed by, the afore¬ 
said nationals of a designated enemy 
country (Germany); 

4. That such property is in the process 
of administration by the County Treas¬ 
urer of Clinton County, Michigan, under 
the judicial supervision of the Probate 
Court of Clinton County, Michigan; 

and it is hereby determined: 

5. That to the extent that the persons 
named in subparagraph 1 hereof and the 
issue, and domiciliary personal represent¬ 
atives, heirs-at-law, next-of-kin, lega¬ 
tees and distributees, names unknown, of 
Joseph (Josef) Zimmermann. Sr., de¬ 
ceased, of Joseph Zimmermann, Jr., 
deceased, and of Katherine (Kathrina) 
Lahr, deceased, are not w T ithin a desig¬ 
nated enemy country, the national inter¬ 
est of the United States requires that 
such persons be treated as nationals of a 
designated enemy country (Germany). 

All determinations and all action re¬ 
quired by law, including appropriate 
consultation and certification, having 
been made and taken, and it being 
deemed necessary in the national in¬ 
terest. 

There is hereby vested in the Attor¬ 
ney General of the United States the 
property described above, to be held, 
used, administered, liquidated, sold or 
otherwise dealt with in the interest of 
and for the benefit of the United States. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 of 
Executive Order 9193, as amended. 

Executed at Washington, D. C., on 
May 31. 1951. 

For the Attorney General. 

[seal] Harold I. Baynton, 
Assistant Attorney General , 
Director , Office of Alien Property . 

[F. R. Doc. 51-6888; Filed, June 13. 1951; 

8:54 a. m.J 


[Vesting Order 17988] 

Otto Janssen 

In re: Royalty interest in real property 
owned by Otto Janssen, also known as 
Otto G. Janssen. F-28-8983. 

Under the authority of the Trading 
With the Enemy Act, as amended. Execu¬ 
tive Order 9193, as amended, and Execu¬ 
tive Order 9788, and pursuant to law, 
after investigation, it is hereby found: 

That Otto Janssen, also known as 
Otto G. Janssen, whose last knowm ad¬ 


dress is Germany, is a resident of Ger¬ 
many and a national of a designated 
enemy country (Germany); 

2. That the property described as fol¬ 
lows: An undivided three one-hundred 
sixtieths (3/160ths> royalty interest in 
the Southwest quarter of Section 33, 
Township 14 North. Range 17 West, con¬ 
taining 160 acres more or less according 
to Government Survey, situated and be¬ 
ing in Custer County, State of Oklahoma, 
being the property conveyed to Otto 
Janssen by mineral deed executed by 
Fred E. Kroker on April 6. 1933 and re¬ 
corded April 10. 1933 in Vol. 18 of the 
Misc‘l Records of the Clerk of Custer 
County, Oklahoma, at Page 346, together 
with any and all claims for rents, re¬ 
funds, royalties, benefits or other pay¬ 
ments arising from the ownership of 
such interest, 

is property within the United States 
owned or controlled by, payable or de¬ 
liverable to, held on behalf of or on 
account of. or owing to, or w r hich is evi¬ 
dence of ownership or control by, the 
aforesaid national of a designated enemy 
country (Germany); 

and it is hereby determined: 

3. That to the extent that the person 
named in subparagraph 1 hereof is not 
within a designated enemy country, the 
national interest of the United States 
requires that such person be treated as 
a national of a designated enemy coun¬ 
try (Germany). 

All determinations and all action re¬ 
quired by law\ including appropriate 
consultation and certification, having 
been made and taken, and, it being 
deemed necessary in the national 
interest. 

There is hereby vested in the Attorney 
General of the United States the prop¬ 
erty described in subparagraph 2 hereof, 
subject to recorded liens, encumbrances, 
and other rights of record held by or for 
persons who are not nationals of des¬ 
ignated enemy countries, 

All such property so vested to be held, 
used, administered, liquidated, sold or 
otherwise dealt with in the interest of 
and for the benefit of the United States. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 
of Executive Order 9193, as amended. 

Executed at Washington, D. C., on 
June 5 1951. 

For the Attorney General. 

[seal] Harold I. Baynton, 
Assistant Attorney General , 
Director, Office of Alien Property . 

[F. R. Doc. 51-6889; Filed, June 13, 1951; 

8:55 a. m.J 


[Vesting Order 17939] 

Nederlandsche Handel-Maatschappij 
N. V. 

In re: Accounts maintained in the 
name of Nederlandsche Handel-Maat¬ 
schappij N. V., Amsterdam, the Neth¬ 
erlands, and owned by persons whose 
names are unknown. D-49-485. 

Under the authority of the Trading 
With the Enemy Act, as amended, Exec- 
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utive Orders 9193, as amended, 9788 
and 9989, and pursuant to law, after 
Investigation, it is hereby found: 

1. That the property described as 
follows: All property, rights and inter¬ 
ests in the accounts identified in Exhibit 
A set forth below and by reference made 
a part hereof, together with 

(a) Any other property, rights and 
interests which represent accumulations 
or accruals to, changes in form of, or 
substitutions for, any of the property, 
rights and interests in said identified ac¬ 
counts on October 2, 1950, and which 
are now held in other accounts being 
maintained as blocked or otherwise sub¬ 
ject to the restrictions of Executive 
Order 8389, as amended, or regulations, 
rulings, orders or instructions issued 
thereunder, and 

(b) Any and all rights in. to and un¬ 
der any securities (including, without 
limitation, bonds, coupons, mortgage 
participation certificates, shares of stock, 
scrip and warrants) and any and all 
declared and unpaid dividends on any 
shares of stock in any of said accounts, 

excepting from the foregoing, however,, 
all lawful liens and setoffs of the respec-' 
tive institutions in the United States with 
whom the aforesaid accounts are main¬ 
tained, 

is property within the United States; 

2. That the property described in sub- 
paragraph 1 hereof is owned or con¬ 
trolled by. payable or deliverable to, held 
on behalf of or on account of, or owing 
to, or is evidence of ownership or control 
by persons, names unknown, who, if in¬ 
dividuals, there is reasonable cause to 
believe are residents of a designated 
enemy country and which, if partner¬ 
ships, associations, corporations, or other 
organizations, there is reasonable cause 
to believe are organized under the laws 
of a designated enemy country or on or 
since the effective date of Executive 
Order 8389, as amended, have had their 
principal places of business in a desig¬ 
nated enemy country; 

3. That the persons referred to in sub- 
paragraph 2 hereof are nationals of a 
designated enemy country; 

and it is hereby determined: 

4. That to the extent that the persons 
referred to in subparagraph 2 hereof 
are not within a designated enemy coun¬ 
try, the national interest of the United 
States requires that such persons be 
treated as nationals of a designated 
enemy country. 

All determinations and all action re¬ 
quired by law, including appropriate 
consultation and certification, having 
been made and taken, and, it being 
deemed necessary in the national in¬ 
terest. 

There is hereby vested in the Attorney 
General of the United States the prop¬ 
erty described above, to be held, used, 
administered, liquidated, sold or other¬ 
wise dealt with in the interest of and for 
the benefit of the United States. • 

The terms "national 0 and "designated 
enemy country" as used herein shall 
have the meanings prescribed in section 
10 of Executive Order 9193, as amended, 
and the term "designated enemy coun¬ 
try" has reference to Germany or Japan. 


Executed at Washington, D. C.. on 
May 24, 1951. 

For the Attorney General. 

I seal! Harold L Baynton, 
Assistcnit Attorney General . 
Director , Office of Alien Property. 

Exhibit A 


fAccounts maintained In the name of Nederlandsohe 
Handcl-Maaischappij N. V., Amsterdam, The Nether¬ 
lands] 


Column 1 

Column U 

Name and address of in¬ 
stitution which main¬ 
tains account 

Designation of account 

Manufacturers Trust 
Co., M Broad St., New 
York, N. Y. 

Nederlandsche Handel- 
Maatschappfj N. V., spe¬ 
cial Dossier No. 3, consist¬ 
ing of cash and stocks, as 
described by the Manu¬ 
facturers Trust Co. in its 
report on Form OAF-700 
bearing its serial No. 35. 

(F. R. Doc. 51-6891; Filed, June 13, 1951; 
8:55 a. m.j 


(Vesting Order 179381 

Netherlands Trading Society East, Inc. 

In re: Accounts maintained in the 
name of Netherlands Trading Society 
East, Inc., 62 William Street, New York 
5, New York, and owned by persons 
whose names are unknown. D-49-485. 

Under the authority of the Trading 
With the Enemy Act, as amended, Exec¬ 
utive Orders 9193, as amended, 9788 and 
9989, and pursuant to law, after investi¬ 
gation, it is hereby found: 

1. That the property described as fol¬ 
lows: All property, rights and interests 
in the accounts identified in Exhibit A 
set forth below and by reference made a 
part hereof, together with 

(a) Any other property, rights and in¬ 
terests which represent accumulations or 
accruals to, changes in form of, or sub¬ 
stitutions for, any of the property, rights 
and interests in said Identified accounts 
on October 2, 1950, and which are now 
held in other accounts being maintained 
as blocked or otherwise subject to the 
restrictions of Executive Order 8389, as 
amended, or regulations, rulings, orders 
or instructions issued thereunder, and 

(b) Any and all rights in, to and under 
any securities (including, without limita¬ 
tion, bonds, coupons, mortgage partici¬ 
pation certificates, shares of stock, scrip 
and warrants) and any and all declared 
and unpaid dividends on any shares of 
6tock in any of said accounts, 

excepting from the foregoing, however, 
all lawful liens and setoffs of the respec¬ 
tive institutions in the United States 
with whom the aforesaid accounts are 
maintained, 

is property within the United States; 

2. That the property described in sub- 
paragraph 1 hereof is owned or con¬ 
trolled by, payable or deliverable to, held 
on behalf of or on account of, or owing 
to, or is evidence of ownership or control 
by persons, names unknown, who, if in¬ 
dividuals, there is reasonable cause to 
believe are residents of a designated en¬ 


emy country and which, if partnerships, 
associations, corporations, or other or¬ 
ganizations, there is reasonable cause to 
believe are organized under the laws of 
a designated enemy country or on or 
since the effective date of Executive Or¬ 
der 8389, as amended, have had their 
principal places of business in a desig¬ 
nated enemy country; 

3. That the persons referred to in sub- 
paragraph 2 hereof are nationals of a 
designated enemy country; 

and it is hereby determined: 

4. That to the extent that the persons 
referred to in subparagraph 2 hereof 
are not within a designated enemy coun¬ 
try, the national interest of the United 
States requires that such persons be 
treated as nationals of a designated 
enemy country. 

All determinations and all action re¬ 
quired by law, including appropriate con¬ 
sultation and certification, having been 
made and taken, and, it being deemed 
necessary in the national interest, 

There is hereby vested in the Attorney 
General of the United States the prop¬ 
erty described above, to be held, used, 
administered, liquidated, sold or other¬ 
wise dealt with in the interest of and 
for the benefit of the United States. 

The terms "national” and "designated 
enemy country" as used herein shall 
have the meanings prescribed in section 
10 of Executive Order 9193, as amended, 
and the term "designated enemy coun¬ 
try” has reference to Germany or Japan. 

Executed at Washington, D. C., on 
May 24. 1951. 

For the Attorney General. 

[seal] Harold I. Baynton, 
Assistant Attorney General , 
Director, Office of Alien Property. 

Exhibit A 

[Accounts maintained In the name of Netherlands 
Trading Society East, Inc., 62 W’iUiam Street, New 
York 5, N. Y.J 


Column I 


Column II 


Name and address of 
institution which 
maintains account 


Designation of account 


TheNew York 
Trust Co., 100 
Broadway, New 
York 15, N. Y. 


(a) Bank deposit, (b) miscellaneous 

S ortfolio of stocks and bonds, 
epot K a/e, (c) Bonds, A 0190 
deix>t K 10 a/c, (d) German 
dollar bonds. A 6191 depot K 
non cpn. coll, a/c, (e) German 
dollar bonds, A G192 subhead¬ 
ing Treuhand Depot Emil 
Fable non coupon collection 
a/c, and (f) Mexican i>eso8 
securities, depot K a/c; as 
described by The New York 
Trust Co. in its report on Form 
O A P-700, bearing its Serial 
No. FD12. 


(F. R. Doc. 51-6890; Filed, June 13, 1951; 
8:55 a. m.J 


(Vesting Order 17955] 

John Milton Gittekman 

In re: Trust under the will of John 
Milton Gitterman. File No. F-38-2649, 
Under the authority of the Trading 
With the Enemy Act, as amended, Ex¬ 
ecutive Order 9193, as amended, and Ex- 
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ecutive Order 9788, and pursuant to law, 
after investigation, it is hereby found: 

1. That Frau Elselotte Schultze, whose 
last known address is Germany, is a 
resident of Germany and a national of a 
designated enemy country (Germany); 

2. That the domiciliary personal rep¬ 
resentatives, heirs-at-law, next-of-kin, 
legatees, and distributees, names un¬ 
known. of Dr. Paul Clemen, who there 
is reasonable cause to believe are resi¬ 
dents of Germany, are nationals of a 
designated enemy country (Germany); 

3. That all right, title, interest and 
claim of any kind or character whatso¬ 
ever of the persons identified in sub- 
paragraphs 1 and 2 hereof, and each of 
them, in and to the estate of John Milton 
Gitterman and in and to the trust 
created under the will of John Milton 
Gitterman. deceased, is property payable 
or deliverable to or claimed by, the afore¬ 
said nationals of a designated enemy 
country (Germany); 

4. That such property is in the process 
of administration by Louis A. Lemaire, 
Jr., as Administrator C. T. A., acting 
under the judicial supervision of the 
United States District Court, District of 
Columbia; 

and it is hereby determined: 

5. That to the extent that the person 
named in subparagraph 1 hereof and 
the domiciliary personal representatives, 
heirs-at-law. next-of-kin, legatees, and 
distributees, names unknown, of Dr. 
Paul Clemen are not within a designated 
enemy country, the national interest of 
the United States requires that such 
persons be treated as nationals of a 
designated enemy country (Germany). 

All determinations and all action re¬ 
quired by law’, including appropriate 
consultation and certification, having 
been made and taken, and, it being 
deemed necessary in the national 
interest, 

There is hereby vested in the Attorney 
General of the United States the prop¬ 
erty described above, to be held, used, 
administered, liquidated, sold or other¬ 
wise dealt with in the interest of and for 
the benefit of the United States. 


The terms ‘‘national” and ‘‘designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 of 
Executive Order 9193, as amended. 

Executed at Washington, D. C., on 
May 31. 1951. 

For the Attorney General. 

[seal] Harold I. Baynton, 

Assistant Attorney General , 
Director , Office of Alien Property. 

[F. R. Doc. 51-6892; Filed, June 13, 1951; 
8:55 a. m.| 


(Vesting Order * 956, Supp.] 

Carl Landsee 

In re: Trust under Will of Carl Land¬ 
see, deceased. File No. D 28-2235. E. T. 
Sec. 2971. 

Under the authority of the Trading 
With the Enemy Act, as amended. Ex¬ 
ecutive Order 9193. as amended, and Ex¬ 
ecutive Order 9788, and pursuant to law, 
after investigation, it is hereby found: 

1. That Elsbeth Schmitt, Julie Gfroe- 
rer, Victor Bessler, Marianne Oefelein, 
Josepha Bessler (Sister Amelia), Julius 
Bessler, Alexander Bessler, Eberhard 
Gfroereis. Paula Gfroereis (Sister Gur- 
mana), Maria Gfroereis (Sister Alicia), 
Elisabeth Gfroereis (Sister Mildred), 
Victoria Gfroereis (Sister Leonida), Dora 
Gfroereis (Sister Doris), Ursula Gfroerer, 
Hungard Gfroerer, Maria Gfroerer, Karl 
Heinrich Gfroerer, whose last known ad¬ 
dress is Germany, are residents of Ger¬ 
many and nationals of a designated 
enemy country (Germany); 

2. That the domiciliary personal rep¬ 
resentatives, heirs, next of kin, legatees 
and distributees, names unknown, of 
Luzie Schnitzler, of Heinrich Gfroerer, 
of Josephine Bessler, of Heinrich Gfroe¬ 
reis, of Rosa Gfroereis, who there is rea¬ 
sonable cause to believe are residents of 
Germany, are nationals of a designated 
enemy country (Germany); 

3. That all right, title, interest and 
claim of any kind or character whatso¬ 


ever of the persons identified in sub- 
paragraphs 1 and 2 hereof, and each of 
them, in and to the trust created under 
the will of Carl Landsee, deceased, is 
property payable or deliverable to, or 
claimed by the aforesaid nationals of a 
designated enemy country (Germany); 

4. That such property is in the proc¬ 
ess of administration by the First Wis¬ 
consin Trust Company, Trustee, acting 
under the judicial supervision of the 
County Court of Milwaukee County, 
State of Wisconsin, 

and it is hereby determined: 

£. That to the extent that the persons 
named in subparagraph 1 hereof and the 
domiciliary personal representatives, 
heirs, next of kin, legatees and distrib¬ 
utees, names unknown, of Luzie Schnitz¬ 
ler, of Heinrich Gfroerer, of Josephine 
Bessler. of Heinrich Gfroereis, of Rosa 
Gfroereis, are not within a designated 
enemy country, the national interest of 
the United States requires that such per¬ 
sons be treated as nationals of a desig¬ 
nated enemy country (Germany). 

All determinations and all action re¬ 
quired by law, including appropriate 
consultation and certification, having 
been made and taken, and, it being 
deemed necessary in the national in¬ 
terest, 

There is hereby vested in the Attorney 
General of the United States the prop¬ 
erty described above, to be held, used, 
administered, liquidated, sold or other¬ 
wise dealt with in the interest of and for 
the benefit of the United States. 

The terms “national” and “designated 
enemy country” as used herein shall 
have the meanings prescribed in section 
10 of Executive Order 9193, as amended. 

Executed at Washington, D. C., on 
May 31, 1951. 

For the Attorney General. 

[seal] Harold I. Baynton, 
Assistant Attorney General , 
Director , Office of Alien Property. 

(F. R. Doc. 51-6893; Filed, June 13. 1951; 

8:56 a. m.J 
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